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Introduction 


This catat&g applies to the stanOaro CCK Generating Sets as iisted below. Parts ar© 
arrangesS in groups of related items. Each illustrated part is identifieo by a reteren 
nuMoer corresoonaing to the sane reference number in the oarts list for that group. 
Parts illustrations are typical. Using the Model ano Spec No. from the nameoiate. 
select tne Parts Key No, (1,2. etc. in the last column) that applies to your set Model 
and Spec No. This Parts Kev No, represents parts that differ between models. Unless 
otnerwise mentioneo in the description, parts are interchangeable between models. Rig 
and left sices are oetermined by facing the blower end (front) of the engine. 


Qonorator Set Data Table 


ibTirLASB 



-mmriBAr'BTfTA" “ 

TT’ARfs r 

SPEC % 

TYPE 

IdJAttS 

^OLTS 

HERTZ 1 WIRE 1 PHASE { 

KEY NO. 

3.UCCK-53BP/ 

For table 

3500 

110/220 

50 

4 

1 

i 

3 . r>GCiC-53CP/ 

Portaeie 

3500 

120/240 

50 

4t 

I 

1 

3.5CCK-53BR/ 

Remo t e 

3500 

110/220 

50 

4 

i. 


3.5CCK-53CR/ 

Remote 

3500 

120/240 

50 

4t 

1 

2 

4.2CC»t-53BR/ 

Remo t e 

4250 

110/220 

50 

4 

1 

3 

4.2CCIt-53CR/ 

Remote 

4250 

120/240 

50 

4t 

1 

3 

4.0CCK-550R/ 

Remote 

4250 

120/240 

50 

4t 

3 

3 

4.2CCK-550R/ 

Remote 

4250 

120/240 

50 

4 

3 

3 

4.0CCK-57R/ 

Remote 

4250 

220/380 

50 

4 

3 

3 

4.2CGIC-57R/ 

Remote 

4250 

220/380 

50 

4 

3 

3 

4.2CCK-53CP/ 

Portab le 

4250 

120/240 

50 

4t 

1 

4 

4.0CCK-3CP/ 

Portab1e 

4000 

120/240 

60 

4f 

1 

4 

4.0CCK-57P/ 

Portable 

4250 

220/380 

50 

4 

3 

4 

4.0CCK-3CR/ 

Remote 

4000 

120/240 

60 

4t 

1 

5 

4.0CCK-4R/ 

Remote 

4000 

120/208 

60 

4 

3 

5 

S.GCCK-3CP/{AJ) 

Portab le 

5000 

120/240 

60 

4t 

1 

6 

S.0CCK-3R/ IFJ) 

Remote 

5000 

120/240 

60 

4t 

1 

7 

5.0CCK-3CR/fFJ) 

Remote 

5000 

120/240 

60 

4t 

1 

7 

S.OeCK-AR/ fFC) 

Remote 

5000 

120/208 

60 

• 

4 

3 

7 

S.OCCIC-AXR/fFG) 

Remote 

5000 

277/480 

60 

4 

3 

7 

5.0CCK-50R/(F0) 

Remote 

5000 

120/240 

60 

4 

3 

7 

Con t. 

rsctor mOuOtS. Rof"©?* to Spocisl Psrts Section 
in addition to those in Parts Cataloq. 


4.2CCK-53CE/ 

Electric 

4250 

120/240 

50 

4t 

1 

- 

4.0CCK-3CE/ 

Electric 

4000 

120/240 

80 

41 

1 

_ 

5.0CCK-3Ce/ 

Electric 

5000 

120/240 

! 60 

4t 

1 

- 


§ - The Specification Letter eavances (.A to B. B to C. etc.) with manufacturing 
changes. 

t - Sete is reconnectib1e for 120 volt 2 wire; 240 volt 2 wire or 120/240 volt 
3 air© service. 

Exanpie of New Model Code Letters; 5.OCCK-AJ/10388P 

First Letter (A) Stands for - Starting/Portability Codes _ (See Page 2 for 
Second Letter (J) Stands for - Voltaqe/Frequency Cooes Code Charts) 

MOTE: Hertz is a unit of frequency equal to one cycle per second. 


NOTICE! 

Iteas referenced as OPTIONAL indicate part is factory installed and may 
not be applicable to all models. For field conversions additional part 
are usuafly required. 





COSE CHMTS 
FOR 

NEW NOOEL CODE LETTERS 

\ 












Xfi(t«x 



^daoter. Generator to Enoine 2t 
Adaoter. Filter - Oil (Ootiona)i 4S 
Arm. Governor i2 
Arm. Ratchet 2S 
Assenbtv. BtocK - Brush 27 
Assemb'ty. Block - Cylinoer 7 
Asseabiy. Box - Breaker 23 
Assembly, Cuo - Air Cleaner 20 
Assembiy. Gesrcasc 12 
Assembly. Primer - Fuel Pump 14 
Assembiy. Stator - Magneto 23 
Assembly. Stator - Mound 27 

Ball, fly - Governor 0 
Band. Mounting - Fuel Tank 44 
Base.Oil 11 

Bearing. Ball - Governor Shaft 12 
Bearing. Camshaft - Front & Rear 7 
Bearing. Crankshaft 7 
Bearino. Governor Shaft - Lower 12 
Bearing. Hub - Sheave 2S 
Bearing. Rotor 27 
Bell. End 27 
BIock. Terminal 33 
Boaro. Regulator - Voltage 31 
Booster. Speed - Vacuum 19 
Bowl. Filter - Fuel 24 
Box. Control 33 
Box. Outlet 31 
Box. Receotacle 30 
Bracket. Choke 20 
Bracket, Lifting - Generator 
(Special Parts) SI 
Bracket. Mounting - Control Box 24 
Bracket, Mounting - Fuel Tank 21 
Bracket, Mounting - Resistor 27 
Bracket, Soring to Governor Link 19 
Bracket. Stud - Governor 13 
Bracket, Timing - Vacu-Flo 23 
Breaker, Circuit 43 
Bushing, Mounting - Oil System 11 
Bushing, Nylon 33 

Bushing. Rubber - Ignition Coil 23 
Button. Stop 34 

Cable. Battery 31,33 
Cable, Jumper - Battery 31 
Cable, Plug - Spark 23 
Camshaft 8 
Cap. Pipe 14 
Cap. Tank - Fuel 24,44 
Cap. Tube - Breather 7 
Carburetor, Gasoline 14 
Carburetor Parts, Gasoline 17 
Carburetor Parts, Gas. & Gas-Gasoline 
(Optiona1) 41 

Choke. Bi-Metal 20 
Choke, Manual 20 
Cleaner. Air 20 

Cleaner. Air (Special Parts) 50 
Clip. Choke 20 
Clio, Lead - Magneto 23 
Clip. Sensitivity Ad.justment - 
Governor 12,13 
Coif, Ignition 23 
Coil, Stator - Magneto 23 
Commutator 2? 

Condenser. Sox - Breaker 23 
Condenser, Coil - Ignition 23 
Control 30.31,33 

Contro1. Adapter - Disconnect 31 

Control (Special Parts) 52 

Coo Iing. Vacu-FIo (Optional) 37 


Gower. Box - Breaker 23 

Cover. Box - Control 33 

Cover. Box - Outlet 31 

Cover. Canvas 35 

Cover. Choke 20 
Cover. Compartment - Valve 7 
Cover. Control 31 

Cover, Cylinoer - Right & Left 34 
CranKshaf t 4 
Cup. Governor 8 

Cushion. Vibration - Oil System 11 
Oiooe 27 

Dolly (Optional) 46 

EIdow. Street 14 
Elbow. Street - On Line 7 
Elbow. Street Pipe 24 
Element. Choke 20 
Element. Vornatherm 37 

Fan. Generator 29 
Filter, Fuel 24 

Filter. Oil - Soin-On (Obtional) 45 
Fly, Choke 17 
F1ywhee1 4 

Frame. Holddown - Battery 49 

Gasket. Booster to Manifold 19 

Casxet. Bowl - Fuel Filter 24 

Gasket. Cap - Oil Fill 11 

Gasket, Cover - Breaker Box 23 

Gasket. Cover - Valve 7 

Gasket. Oiaphram Plate 19 

Gasket. Gearcase 12 

Gasket. Guard - Pilot Lignt 30 

Gasket, Head - Cylinder 7 

Gasket. Manifold - Intake & Exhaust ] 

Gasket. Mounting - Breaker Box 23 

GasKet, Mounting - Carburetor 14 

Gasket, Mounting - Fuel Pumc 14 

Gasket, Plate - Bearing 7 

Gasket. Oil Base 11 

Gauge. Oil Pressure 11 

Gear, Camshaft S 

Gear, Crankshaft 4 

Generator 27,29 

Governor 13 

Grip, Pull 25 

Grommet. Box - Outlet 31 

Grommet. Rubber 23,33,43 

Grommet. Rubber - Oil Line 11 

Guard, Light - Pilot 30 

Guide, PIunger 23 

Gu i de , Va1ve 7 

Harness, Wiring 27,33 

Harness. Miring - Engine Control 31 

Head, Cylinder - Right and Left 7 

Holder. Fuse 31,33 

Hood, Eng i ne 34 

Hose. Cleaner - Air 20 

Housing. A i r 34 

Housing, Air (Special Parts) 51 

Housing, Blower 34,37 

Housing. Choke - Electric 20 

Housing, Cylinder Air - Right & Left 

Housing, Push-On - Connector 33 

Housing, Starter 25 

Housing, terminal; 33 

H'ubt' Or i ve ' 27 

Hub> Fan 39 

Hub. Governor Gup 8 




1 ndex 


Inlet, Air Carburetor 20 
Insert, Valve Seat - Exhaust 7 

Joint. Ball - Governor 13 
Jumper 30 
Jumper, Ground 27 
Jumper. Terminal 33 

Key, Drive Hub to Rotor 29 

Key, Gear Mounting - Crankshaft 4 

Key, Mounting - Flywheel 4 

Kit. Booster - Vacuum Speed 19 

Kit. Breather King 7 

Kit. Decal 3S 

Kit. Gasket - Carbon Removal 35 
Kit. Gasket - Oil Pump 11 
Kit. Gasket - Plant 35 
Kit, Governor Cup 8 
Kit, Replacement - Diaphram 19 
Kit, Tune Up - Ignition 23 

Lamp, Pilot Light - Receptacle 30 
Line. Fuel 24,44 

Line. Fuel Pump to Carburetor 14 
Line, Oil - Flexible 11 
Link, Governor Arm to Carburetor 13 
Lock. Gear Washer - Crankshaft 4 
Lug. Terminal - Ground 30 

Manifold, Intake fit Exhaust 14 
Meter, Frequency 43 
Meter. Time - Running 43 
Muffler, Exhaust 14 

Optional Equipment Section £S 
Options, Miscellaneous 49 

Paint. Touch-Up 35 
Panel. Box - Receptacle 30 
Panel. Control 33 

Panel. Housing fit Meter (Optional) 43 
Panel, Mounting - Control 31 
Pawl 25 

Pin, Center - Camshaft 8 
Pin, Contact - Male 33 
Pin, Cotter 19 
Pin, Locating 29 
Pin. Piston 4 
Pin. Roll - Governor 12 
Pin, Spring - Roll Recoil 25 
Pin, Stop - Main Bearing 7 
Piston 4 

pivot. Arm - Breaker 23 
Plate, Bearing - Rear 7 

Plate, Control - Generator 33 

Plate, Exhaust Wal1 14 

Plate, Flyball - Governor 8 

Plug, Button - Dot 34,37 

Plug, Expansion 7 
Plug (9 Pin) 33 
Plug, Spark 23 
Plunger, Breaker 23 
Point. Set Breaker 23 
Pump, Fuel 14.18 

Pump. Fuel - Electrical {Optional) 48 
Pump.Oil 11 

Receptacle, Duplex 30,43 
Receptacle, Light ~ Pilot 30 
Receptacle. Twistlock 37,43 
Rectifier, Silicon 33 
Regulator, Voltage 33 


Relay. Ignition 33 

Relay. Solenoid - Start 33 

Resistor 33 

Resistor, Fixed 29 

Ring. Center ?in - Camshaft 8 

Ring, Collector 29 

Ring, Housing Mounting - Starter to 
Blower 25 

Ring. Retainer - Piston Pin 4 

RingSet,Piston 4 

Rod, Connecting 4 

Rope. Pull 25 

Rope,Starting4 

Rotors 27 

Seal, Oil 7,12 
Screen, Cleaner - Air 20 
Screen, Filter - Fuel 24 
Shaft, Governor 12 
Sheave, Rope 4,25 
Shutter, Air (Optional) 37 
Sleeve, Air Cleaner 20 

Snubber, Shock Mounting - Oil System 11 
Socket, Contact - Female 33 
Solenoid, Start 31 
Spacer. Fuel Pump 14 
Spring, Pawl 25 
Spr i ng, Recoi1 25 

Spring, Valve 7 
Spring, Valve - Bypass 11 
Starter 25 
Strap, Bond 11 
Strap, Ground 30,31 
Strap, Mounting - Fuel Tank 24 
Strip, Block Marker - Terminal 33 
Support, Generator 27 
Switch, Contact - Momentary 22 
Switch, Pressure - Low Oil 11 
System, Exhaust (Special Parts) 50 
System, Fuel - Gas fit Gas-Gasoline 
{Opt 1 ona1) 39 

System, Fuel (Special Parts) 50 
System, Ignition 23 

Tank, Day - Reservoir (Optional) 4T 

Tank, Fuel - 4 Gallon 24 

Tank, Fuel - 6,5 Gallon (Optional) 44 

Tappet, Valve 7 

Terminal, Solderless 33 

Termina1 , Wire 20 

Tie, Cable 33 

T i e, Wire 31 

Tube, Breather 7 

Tube, Drain - Oil 45 

Tube, Oil - Crankcase 7 

Tubing, Flexible - Exhaust 14 

Valve, Bypass 11 
Valve, Check - Breather 7 
Valve, Exhaust - Rotocap 7 
Valve, Intake and Exhaust 7 
Valve, Safety - Fuel 14 
Valve. Shut-Off 24,44 
Voltmeter 43 

Whee 1 , B1ower 4 

Wheel, Cog - Ant i-Back lash 25 

Wheel, Ratchet 25 

Wick. Box - Breaker 23 

Wrapper, End fle 11 27 

Yoke? Shaft - Governor 12 





Crtinlcsitaft, Ftytthael* Piston and Rod 




I 


I 


7 



2 

3 

4 

5 

6 


REF QTY PART 

WO. I«). USED DESCRIPTION 

i Crankshaft (Includes Parts 

Marked *) 

1 Through Spec R 

1 Begin Spec V 

1 *Key, Crankshaft Gear Mounting 

1 *Key, Flyjdieei Mounting 

1 Gear. Crankshaft 

1 Lock. Crankshaft Gear Washer 

1 Washer, Crankshaft Gear 
Retainer 
Flywheel 

1 Key 1,4,6 - With Magnets 

1 Key 2,3,5,7 - Pressure 

Cooling Sets 

1 Key 2,3,5,7 - Vacu-Flo 

Cooled Sets 
Sheave, Rope 
1 Key 1,4,6 

1 Key 2.3,5,7 - Pressure 

Cooled Sets (Optional) 

1 Key 2,3,5,7 - Vacu-Flo 

Cooked Sets (Optional) 
Washer, Flat - Flywheel 
Mounting - Key 2,3.5,7 
1 Pressure Cooled Sets 

(15/32 ID X 1-1/2 (X> X 
1/4" Thk) 

526-0017 1 Vacu-Fld Cooled Sets 

i (15/^2 ID X 1-1/4 00 X 
1/4- Thk) 

10 850-0055 1 Washer, Lock -Spring (7/16") 


104-1323 

104-1346 

515-0001 

515-0227 

104-0032 

518-0014 

104-0043 


160-0S37 

134-0591 

104-0499 


192- 0308 

193- 03t» 

192-0272 


10 

18 

REF 

PART 

NO. 

NO. 

11 



112-0136 


112-0136-10 

112-0136-20 

112-0136-30 

112-0136-40 

12 112-0069 

13 112-0003 

14 


2 

2 

2 

2 

2 

2 

4 


114- 

114- 

114- 

114- 


15 


-0098 2 
0098-10 2 
0098-20 2 
0098-30 2 


113- 
113- 
113- 
113- 
1 IS¬ 
IS 800- 
17 114- 


0152 

0152-10 

0152-20 

0152-30 

0152-40 

0548 

0059 


18 821-0010 

20 134-0565 

21 104-0170 

22 192-0083 


QTY PART 

USED DESCRIPTION 

Piston and Pin (Includes 
Retaining Rings) 

Standard 
.010" Oversize 
.020" Oversize 
.030" Oversize 
.040" Oversize 
Pin, Piston 

Ring, Piston Pin Retainer 
Rod, Connecting 
Standard 
.010" Undersize 
.020" Undersize 
.030" Undersize 
Ring Set, Piston 
Standard 
.010" Oversize 
.020" Oversize 
.030" Oversize 
.040" Oversize 

Screw, Cap - Hex Head (Speci 
Washer, Lock - Connecting Ro 
Cap 

Screw, Cap - Hex Washer Head 
(1/4-20 X 1/2”) 

Wheel, Slower - Key 2,3,5,7 
Screw, Cap - Hex Head 
(Special) 

Rope, Starting - Optional 


<c. 

2 

2 

2 

2 

4 

4 


w _ 


Parts Included in Crankshaft Kit. 














Cy1iiid#r Block 


5^ 

WMIT 

QTY 

pmr 

NO. 

NO. 

US^ 

DESCRIPTION 

! 

110-0915 

1 

Block Assee^ly. Cylinder 
(Includes Parts Marked *) 
Standard 


110-1860 

1 

With Spin-on Oil Filter 

2 

517-0048 

1 

*Plug. Expansion 

3 

800-0512 

5 

‘Screw, Cap - Hex Head 

4 

101-0450 

2 

(5/16-18 X 1") 

Bearing, Crankshaft (Includes 
Thrust Washer and Stop Pins) 
* Standard 


101-0450-02 

2 

.002" Undersize 


101-0450-10 

2 

.010“ Undersize 


101-0450-20 

2 

.020“ Undersize 


101-0450-30 

2 

.03C" Undersize 

5 


2 

*Washer. Crankshaft Bearing 

6 

101-0115 

1 

Thrust 

‘Gasket Kit, Searing Plate 

7 

101-0316 

i 

•Plate, Rear Bearing 

8 

101-0367 

2 

(Excludes Bearing) 

•Bearing. Camshaft Front and 


Rear (Precision) Note: Units 
with Hi-Lift Cam use 1 - 
104-0405 Bearing 


9 

516-0072 

4 

•Pin. Main Searing Stop 

10 

850-0045 

5 

Washer, Lock - Spring (5/16") 

11 

120-0386 

1 

•Tube, Crankcase Oil 

12 

110-0872 

2 

•Insert, Exhaust Valve Seat 
Standard 


110-0872-02 

2 

.002“ Oversize 


110-0872-05 

2 

.005" Oversize 


110-0872-10 

2 

.010" Oversize 

13 

110-0872-25 

41 

.025" Oversize 

110-0902 

4 

Guide, Valve 

•Used With No Seals on Valve 


110-1827 

4 

Stems 

To Stop Oil Seepage - Used 

14 

123-0293 

1 

Only When Valve Stems Have 
Seals 

Cap, Breather Tube 

15 

123-0129 

1 

Tube. Breather (Includes 

16 

110-0666 

2 

Steel Baffles) 

Cover, Valve Compartment 

17 

110-0667 

2 

Gasket, Valve Cover 

18 

502-0020 

1 

Elbow, Street - On Line 

19 

110-0892 

2 

Gasket, Cylinder Head 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

20 



Head, Cylinder 




Right Side #2 Cylinder 


110-0890 

1 

Gasoline 


110-0884 

1 

Gas and Gas-Gasoline 




(Hi-Compression) 




Left Side #1 Cylinder. 


110-0891 

1 

Gasoline 


110-0883 

1 

Gas and Gas-Gasoline 




(Hi-Compression) 

21 

526-0122 

18 

Washer, Flat (11/32 ID x 




23/32 00 X 10 Ga. Thk) 

22 



Screw, Cap - Hex Head (Spe 


110-0879 

8 

Cylinder Head 


114-0022 

10 

Cylinder Head 

23 

123-0104 

1 

Valve, Check - Breather 

24 

526-0063 

2 

Washer. Flat (Copper) (17/ 




ID X 7/16 CM) X 1/32'' Thk] 

25 

800-0012 

2 

Screw, Cap - Hex Head 




(1/4-20 x 2-1/4") 

26 

110-0904 

2 

Rotocap Exhaust Valve 

27 

110-0881 

2 

Valve, Intake 

28 

110-0880 

2 

Valve, Exhaust 

29 



Tappet. Valve 


115-0006 

4 

Standard 


115-0006-01 

4 

.001" Oversize 


115-0006-02 

4 

.002" Oversize 


115-0006-05 

4 

.005" Oversize 

30 

110-0639 

8 

Lock, Valve and Spring Ret 

31 

110-0539 

4 

Spring, Valve 

32 



Washer, Valve Spring Retai 




(Special) 


110-0893 

2 

Gasoline - Intake 


110-0893 

4 

Gas and Gas-Gasoline - 




Intake and Exhaust 

33 

509-0041 

1 

Seal, Oil - Included in Ki 




168-0103 

34 

503-0769 

1 

Clamp, Breather Line 

35 

110-3136 

2 

•Gasket. Intake Valve Guide 

36 

104-0776 

1 

Shim. Rear Bearing Plate 




(.005") 

37 

509-0090 

2 

Seal, Oil - Intake Valve 

38 

123-1600 

1 

Kit, Breather King (Option 


(Includes Breather Hose 
Insulation, Breather Insu 
lator. Governor Control H 
Cable Ties and Instructio 
Sheet) 


* - Parts Included in Cylinder Block Assembly. 




C«Bshaft 







mF PMtT 
NO. NO. 


QTY PART 

1^0 KSCRIPTIQN 


1 lS)-0078 
a ISO-1695 

3 SlO-0015 

4 150-125T 

5 150-0077 

6 105-0332 


1 Ring, Casffihaft Center Pin 

1 Kit. Governor Cup (Includes 
Parts Marked *) 

10 Ball, Fly - Governor 

1 Spacer, Governor Fly Ball 

1 Plate, Governor Fly Ball 

1 Gear. Caaishaft (Includes 

Flyball Sp^er and Plate) 


REF PART QTY 

NO. NO. USED 

7 105-0541 1 

8 515-0001 1 

3 105-0140 1 

10 150-0075 1 

11 150-1519 1 

12 150-1520 1 


PART 

DESCRIPTION 

Washer. Camshaft Gear Thrust 
Key, Camshaft Gear Mounting 
Camshaft (Includes Center Pin) 
Pin, Canshaft Center 
*Hub, Governor Cup 
*Cup, Governor 


* - Parts Included in 150-1695 Governor Cup Kit. 











oil Systeit and Slounting Narditare 


«EF 

PMtT 

QTY 

PART 

NO. 

1 

NO. 


.DESCRIPTION 

Base. Oil 


102-0686 

1 

Key 1,4,6 


102-0579 

1 

Key 2.3.5,7 


102-0859 

1 

Key 2.3,5,7 - Sets with 

Oil Base Heater or Dual 

Drain 

2 

102-0158 

i 

Gasket. Oil Base 

3 

123-0489 

1 

Cap and Indicator. Oil Fill 

4 

123-0191 

1 

Gasket. Oil Fill Gap 

5 

8S®-0050 

4 

Washer. Lock - Spring {3/8") 

6 

102-0455 

4 

Screw. Cap - Hex Head (Special) 

7 

120-0491 

1 

Pim^, Oil - Complete (Internal 
Parts Not Sold Separately) 

8 

120-0400 

1 

Cup, Oil Pump Intake 
(Includes Cup. Pipe and Screw) 

9 

120-0161 

1 

Gasket Kit, Oil Pump 

10 

526-0066 

1 

Washer. Flat (25/64" ID x 

9/16“ 00 X 1/16“ Thk) 

11 

120-0140 

1 

Spring. Bypass Valve 

12 

13 

120-0398 

1 

Valve, Bypass 

Nipple. Oil Drain 


505-0081 

1 

Key 1,4,6 (1/2" x 3-1/2") 


505-0210 

1 

Housed Sets (1/2" x 2") 

14 

505-0014 

1 

Coupling, Oil Drain - Key 

1.4,6 and Housed Sets 

15 



Mounting Package (Includes 

Parts Marked *) 


402-0407 

1 

Key 1.4.6 


402-0408 

1 

Key 2.3,5,7 


402-0407 

1 

Housed Sets 

16 

402-0283 

4 

^Cushion, Vibration 

17 

402-0290 

4 

^Bushing. Mounting 

18 

402-0282 

4 

*Snubber. Shock Mounting 

19 

862-0004 

4 

*Nut, Hex (7/16-14) 

20 

526-0014 

4 

*Washer, Flat (24/64" 10 x 

1-1/2" 00 x 1/8" Thk) 

21 

526-0198 

8 

*Washer, Flat (5/8" ID x 

1-1/2" 00 X 1/16“ Thk) 

22 

S26-0195 

4 

*Washer, Flat (29/64“ 10 x 
3-1/4" 00 X 1/8" Thk) 


Key 2.3.5,7 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

23 

816-0212 

4 

*Bolt, Carriage (7/16-14 x 

24 

505-0056 

1 

S-i/2") - Key 2.3,5,7 
plug. Pipe -Oil Drain 

1/2" 


505-0054 

1 

1/4" - Optional 


505-0110 

1 

3/8" - Optional 

25 

850-0055 

4 

*Washer,. Lock - Spring (7/1 

26 

850-0040 

2 

Washer, Lock - Spring (1/4 

27 

800-0007 

2 

Screw, Cap - Hex Head 

28 

801-0048 

1 

(1/4-20 X 1") 

Screw, Cap - Hex Head 

29 

800-0082 

4 

(3/8-24 X 3/4") 

*Screw. Cap - Hex Head 

30 

193-0005 

1 

(7/16-14 X 3-3/4") - Key 
1,4,6 and Housed Sets 
tGauge, Oil Pressure 
tLine, Oil - Flexible 

Keys 1,4,5,6 (12") 

31 

501-0004 

1 


501-0003 

1 

Sets with Oil Filter (9" 

32 

502-0005 

1 

Elbow, Inverted Female (90 

33 

403-1015 

1 

Frame, Carrying 

Keys 1,4,6 (Also Contrac 


403-1323 

1 

Model ) 

Keys 2,3,5,7 - Spec R th 


403-1661 

1 

Keys 2,3,5,7 - Begin Spe 


403-1895 

i 

Key 1 - Begin Spec V 

34 

508-0095 

1 

Grommet, Rubber - Oil Lin* 

35 

309-0319 

1 

(Sets with Oil Filter) 
Switch, Low Oil Pressure - 

36 

336-3377 

1 

Begin Spec V - Keys 2,3/6 
Lead. Low Oil Pressure Swi 

37 

856-0012 

8 

Begin Spec V - Keys 2,3i£ 
Washer, Lock - EIT (7/16"] 

38 

337-0091 

4 

Housed Sets - Begin Spec 
Strap, Bond - Housed Sets 

39 

502-0017 

1 

Begin Spec V 

Connector, Inverted - Ferns 


(Sets with Oil Filter anc 
Contractors Model) 


* - Parts Included in Mounting Package, 
t - Not Used Spec V - Remote Sets. 






Q««rcas« 



^ PART QTY PART 

NO. NO. l»EO DESCRIPTION 

1 (Carcase Aesambly (Includes 

Parts Marked *) 

103-03S? 1 Spec R 

103-<»4l 1 Spec S, T 

103-0667 1 B^in Spec U 

2 510-0013 1 *Bearing, Governor Shaft - 

Upper 

3 *Shaft and Arm, Governor 

ISOHKff? 1 Without Clip - Begin Spec S 

ISO-126® 1 Fhrough Spec R (With Clip) 

150-1542 1 Without Sensitivity Clip - 

^in Spec U 

150-1564 1 With Sensitivity Clip - 

SflCliA Sf3fiC If 

4 ISO-1187 1 *Yoke. Gov^r Shaft - 

: Spee.R, T. 'U. V- 

5 815-0046 2 *Scr«s. Ifechine -Pan Head 

(#8-32 X 3/8") 


REF PART 
NO. NO. 

6 516-0130 

7 510-0008 

8 510-0014 

9 150-0878 

10 509-0008 

11 SOS-0040 

12 103-0011 

13 516-0141 

14 

800-0)32 

800-0034 

15 850-0045 


PART 

OESOIIPTION 

*Pin, Roll - Governor Cup Stop 
(3/16" X 7/8") 

^Bearing,, Governor Shaft - 
Lower 

*Bearing, Ball - Governor Shaft 
*Clip, Governor Sensitivity 
Adjustrnent 
*Seal. Oil 
*SBal.Oil 
Gasket. Gearcass 
Pin, Dowel (5/16 x l-l/B”) 
Screw, Cap - Hex Head 
5/16-18 X 1-3/4“ 

5/16-18 X 2-1/4" 

Washer, Lock - Spring (5/16^) 


Parts Included in Cearcase Assembly. 








Governor 



«0F I^T giY PART 

MO. MO. tSED OESOlIPTiaN 

1 iSO-0098 1 firing. Governor 

2 lSO-0096 1 Stud/ Governor Speed 

Adjustment 

3 Sra^et. Governor Stud 

150~f!040 1 Gasoline, Gaffi~Gasol{ne Sets 

ISO-ISTT 1 Gas Carburetor Sets 

4 870-0131 2 Mat, Hex With ET (#10-32) 

5 iSO-0639 1 Joint, Ball 

6 150-0629 1 Link, Governor Arm to 

Carburetor 


► 


REF PART QTY PART 

MO. MO. USED DESCRIPTION 

7 518-0006 1 Clip, Rod End 

8 150-0678 1 Clip, Governor Sensitivity 

9 870-0053 1 Mut. Hex (#10-32) 

10 526-0196 1 Washer, Flat (7/32 ID x 7/lf 

OD X 1/8" Thk) 

1.. 800-0004 2 Screw. Cap - Gas Carburetor 

, Sets (1/4-20 X 5/8") 

12 526-0063 2 Washer (Copper) - Gas 

Carburetor Sets - (17/64" ] 
X 7/16“ 00 X 1/32“ Thk) 












Fuel Systee and Exhaust 


12 29 

1 30 

h—\s 



MEF PART 
NO. MO. 






qrv 


PART 

OESC^lPTIdf 


RBF P/g|T 
NO. NO. 




FS-11« 


QTY 

ysii^ 


PART 

OESatIPTXCN 


1 

1S4-C383 1 

154-0670 1 

2 154-0013 2 

3 «>0-0054 2 

4 850-0050 2 

5 154-0360 2 

6 

142-0645 1 

142-0646 1 

7 141-0078 I 

8 154-0526 1 

8A 154-0377 1 

9 850-0045 4 

10 800-0028 4 

.1 149-1784 I 

2 502-0Wj2 3 

3 8t^-0009 2 

4 NFS 1 


Manifold. Intake 

Sets without Vacuum Switch 
Sets with Vacuum Switch 
(Has 1/8" Pipe Plug Hole) 
Gasket. Intake Manifold 
Screw. Cao - Hex Head 
(3/8-16 X 2'’> 

Masher. Lock - Spring (3/8"1 
Gasket. Exhaust Manifold 
Mounting 

Carburetor. Complete - 
Gasoline (Includes Mounting 
Gasket) 

Manual Choke - Key 1,4.6 
(For Components See 
142-03631 

Electric Choke - Key 2,3,5 
(For Components See 
142-0364) 

Gasket. Carburetor Mounting 
Manifold. Exhaust - Pressure 
(kKiled Sets 

Manifold. Exhaust - Vacu-Flo 
Cooled Sets 

Washer. Lock - Soring (5/16") 
Screw. Cap - Hex Head 
(5/16-18 X 1") 

Pianp, Fuel (Includes Mounting 
Gasket) (For Components See 
Separate Grouo) 

Elbm. Street - (1) Fuel Pwnp 
Inlet. (1) Fuel Pump Outlet. 
(1) Carburetor Inlet 
Screw. Cap - Counterbore 
(Special) 

Plate, Exhaust Wall - 
Key 2,3,57 


15 

149-0611 

1 

Line. Fuel Pump to Carburetor 

16 

149-0045 

1 

Spacer. Fuel Pump 

17 

149-0003 

2 

Gasket. Fuel Pump Mounting 

18 

800-0009 

2 

Screw. Cap - Hex Heaa 
(1/4-20 X i-I/2") 

19 

850-0040 

2 

Washer. Lock - Soring (l/4“) 

20 

155-0484 

1 

Muffler. Exhaust - Key 1,4.6 

21 

155-0076 

1 

Muffler, Exhaust * Key 2,3,5,7 

22 

155-0522 

1 

Muffler. Exhaust - Housed Sets 

23 

505-0333 

1 

Elbow. Street (1" x 45*) - 
Key 1,4.6 

24 

505-0004 

1 

Nipple. Close - Exhaust 
(1" X 1-1/2'') - Key 1.4,6 

25 

505-0138 

1 

Coupling. Reducer - Ex'naust 
f1-1/4" X 1') Vacu-Flo 

Cooled Sets 

26 

505-0030 

1 

Coupling. Pipe - Exhaust (1") 

- Key 2.3.5.7 

27 

155-0491 

1 

Tubing, Flexible - Exhaust 
(36") - Key 2.3.5.7 

28 

149-1861 

1 

Valve, Fuel Safety - Begin 

Spec V (Kit) (Includes Parts 
Marked *) 

29 

502-0082 

1 

*Niopie, Hex - Pipe - Begin 

Spec V 

30 

S02-0020 

1 

*Elbow, Street - Pipe (90*) - 
Begin Spec V 

31 

149-0271 

1 

Primer Assembly. Fuel Pump 
(With Bracket) - Begin Spec 

V - Key 1,4 

32 

505-0329 

1 

Cap. Pipe (1-1/4") 

* 

Parts Included 

1 in 

149-1861 Fuel Valve Kit. 






Carburetor Parts~Gasoline 





Carburetor Farts - Gasoline 




KEF 

P«IT 

QTT 

PART 

REF 

PART 

QTV 

m. 


AE0 

ASCRIPTION 

NO. 


USED 




Carburetor, Can^iete - 

16 

142-0035 

1 




Gasoline (Includes Mounting 







Gasket) 

17 

812-0063 

1 


142-0645 

1 

Key 1,4,6 





142-0646 

1 

Key 2,3,5,7 

18 

815-0072 

2 

1 



Screw, Machine - Fillister 







Head 

1 ft 
i.9 

142-0369 

1 


815-0103 

1 

#10-24 X 1/2" 

20 

142-0368 

1 


815-0109 

2 

#10-24 X 5/8“ 

21 

142-0370 

1 

2 

815-0091 

2 

♦Screw. Machine - Fillister 

22 

142-0046 

1 




Head with IT (#4-40 x 3/16") 




3 



Fly, Choke 

23 

142-0206 

1 


142-0055 

1 

Key 1,4.6 

24 

142-0045 

1 


142-0037 

1 

Key 2.3,5,7 




4 

142-0205 

1 

Sleeve, Choke (Cover) 

25 

516-0027 

1 

5 



Shaft. Choke 

26 

142-0041 

1 


142-0217 

1 

Key 1,4,6 

27 


1 


142-0183 

1 

Key 2.3,5,7 




6 

142-0039 

1 

♦Shaft. Float 

28 

505-0008 

1 

7 

142-0031 

1 

*Gasket. Fuel B<»»1 

29 

142-0042 

1 

8 

148-0017 

2 

*Gasket, (1) Float Valve Seat.' 







(1) Main Adjusting Needle 

30 

142-0343 

2 




Retainer 

31 

870-0053 

1 

9 



Valve and Seat Assembly 

32 

813-0103 

1 


142-0049 

1 

♦ Sets Without Day Tank 





142-0356 

1 

Sets With Day Tank 


142-0033 

1 

10 

142-0032 

1 

*Gasket. Nozzle 




11 

142-0285 

1 

Nozzle Assembly 


142-0371 

1 

12 

142-0361 

1 

Float and Lever Assembly., , 




13 

145-0008 

1 

Lever, Idle Stop 

33 

141-0078 

1 

14 

142-0040 

1 

♦Needle, Idle Adjusting 




15 

142-0282 

1 

Spring, Idle Adjusting Needle 








* _ 

Parts Included in 


+ - Parts Included in 


PART 

ASCRIPTION 

Spring, Throttle Stop 
Adjusting Screw 
Screw. Machine - Round Head 
(#6-32 X 1/2") 

+Screw. Machine - Round Head 
(#4-40 X 1/4") 

Fly, Throttle 
♦Shaft, Throttle 
Nut and Jet. Nozzle 
Retainer, Main Adjusting 
Needle 

♦Packing Main Adjusting Need 
Retainer, Main Adjusting 
Needle Packing 
Pin. Main Adjusting Needle 
♦Needle, Main Adjusting 
Body Assembly (Not Sold 
Separately) 

Plug, Pipe - Slotted (1/8") 
Needle Assembly. Main 
Adjusting 

Bushing, Throttle Shaft 
Nut, Hex (#10-32) 

Screw, Machine - Round Head 
(#10-32 X 3/4") 

♦Kit, Gasket (Includes Parts 
Marked *) 

Kit, Repair (Includes Parts 
Marked +) 

*Gasket, Carburetor Mounting 


142-0033 Gasket Kit. 
142-0371 Repair Kit. 







Fuel PuBp Farts 



«EF 

FART 

QTY 

P/WT 

REF 

MO. 

NO. 

USB) 

OESCRIPTION 

NO. 


149-1784 

1 

Pump, Fuel - Complete 

7 




(Includes Mounting Gasket) 

8 


149-0526 

1 

Kit, Repair (Includes Parts 

9 




Marked *) 

10 

1 


1 

Body (Not Sold Separately) 

11 

2 



Screw, Machine - Hex Head 

12 


815-0148 

2 

#8-32 X 7/8“ 

14 


81S-01S0 

2 

#8-32 X 1“ 

15 

3 

815-0147 

2 

Screw. Tapping - Oval Head 

16 




(#6-32 X 5/8") 

17 

4 

149-0098 

2 

*Valve and Cage 

18 

3 

14t~TO95 

2 

*Gasket, Valve 

19 

6 

149-0582 

1 

*Di^3hragm Assembly 






if ^ 


PART 

QTY 

PART 

NO. 

USED 

DESCRIPTION 

149-0672 

1 

*Spring 

149-0539 

1 

Retainer. Valve Cage 

149-0675 

1 

*Spring 

516-0113 

1 

Pin, Rocker Arm 


1 

Body (Not Sold Separately) 

149-0710 

1 

Link and Arm, Rocker 

149-0551 

1 

Lever, Primer 

509-0065 

2 

Seal, “0" Ring 

149-0404 

1 

Spring, Primer Lever 

149-0003 

1 

"Gasket, Pump Mounting 

518-0129 

1 

Ring, Retainer - Primer Lever 

149-0858 

1 

"Gasket, Oiaphrasp - Lower Side 

Included 

in 149-0526 Repair Parts Kit. 


ts 



Vscuua Sp>9ed Booster 




REF PART 
NO. NO. 


150-0433 


1 150-0430 

2 150-0434 

3 150-0668 

4 l«)-0425 

5 lSO-0366 

6 lSO-0376 

7 516-0033 


QTY PART REF 

USED DESCRIPTION NO. 

1 Kit, Vacuum Speed Booster 9 

Replacement (Includes Parts 
Marked *) 10 

1 Bracket, Spring to Governor 

Link 11 

1 *Kit, Diaphragm Replacement 12 

(Includes Parts Marked +) 


1 ♦*Gasket, Diaphragm Plate 

1 +*Gasket, Booster to Manifold 

2 *Spring, Internal and External * - 
1 ^Bracket, Interna1 Spring 

Adjusting * - 

1 *Pin, Cotter (3/32 x 5/8"} 


PART 

QTY 

PART 


NO. 

USED 

DESCRIPTION 


516-0085 

1 

*Pin, Roll - Diaphragm 
Pivot (3/32 X 3/4") 

Lev 

813-0110 

2 

Screw, Machine - Round 
(#10-32 X 2") 

He 

853-0OO8 

2 

Washer. Lock - Spring 

(#1 

815-0148 

4 

*Screw, Machine - Round 
(#8-32 X 7/8") 

He 


Parts Included in 150-0433 Vacuum Speed Boos 
Replacement Kit. 

Parts Included in 150-0434 Diaphragm Replace 
Kit. 









Air C1««fi*r afii €Hok« 



REF 

FART 

QTY 

PART 

REF 

PART 

QTY 

P^T 

HO. 

m. 

USED 

DESCRIFTIO:^ 

NO. 

NO. 

USED 

DESCRIPTION 

1 

145-ooeo 

1 

Inlet, Carburetor Air 

13 

153-0114 

1 

Element and Cover, Choke - 

2 

503-0280 

3 

Clamp, Air Cleaner Hose 




Key 2,3,5,7 

3 

503-0480 

1 

Hose, Air Cleaner 

14 

850-0030 

1 

Washer, Lock - Spring (#10) 

4 

503-0107 

1 

Clamp, Air Inlet to 




Key 2,3,5,7 




Carburetor 

15 

815-0110 

1 

Screw, Machine - Fillister 

S 

140-0211 

1 

Sleeve, Air Cleaner 




Head {#10-32 x 7/8") - 

6 

140-0399 

1 

Cleaner, Air 




Key 2,3.5,7 

7 

140-<KJ68 

1 

Screen, Air Cleaner 

16 

815-0285 

2 

Screw, Machine - Round Head 

8 

140-0403 

1 

Cup Ass^nbly, Air Cleaner 




With ET (#10-32 x 5/16") - 




(Includes Screen) 




Key 2,3.5,7 

9 

153-0263 

; 1 

Brapket and Clip, Choke - 

17 

526-0062 

2 

Washer, Flat - Brass (Specie 




; Key. 1,4,6 

; 1& 

821-0004 

2 

Screw, Cap - Hex Washer Head 

10 

153-0097 

1 

choke. Manual - Key 1,4,6 




{#10-32 X 3/8") 

11 

153-0440 

' i ' ■: 

•Housing, Electric Choke - 

19 

856-0003 

2 

Washer, Lock - El'f (#10) 




Key 2,3,5.7 

20 

332-0527 

1 

Terminal, Wire 


1 Choke; 8i-Metal -Key 2,3,5.7 


12 153-0017 















Ignition 



PART 

QTY 

PART 


m. 

{ASCRIPTION 

1 

160-1135 

1 

Box Assent)Sv. Breaker - 

2 

160-0150 

1 

Gasoline Sets (Includes 
Mounting Gasket) (Includes 
Parts Marked *) 

+*Ga8ket. Breaker Box Cover 

3 

160-0075 

1 

<-*Pivot. Breaker Arm 

4 

160-0002 

1 ^<*Poir!t. Set Breaker 

5 

160-1040 

1 

*Gasket. Breaker Box Mountino 

6 

312-0069 

- Gasoline Sets 

1 ^+*Gondenser. Breaker Box 

7 

160-1041 

1 

(.3 Mfd.) 

‘Bushing. Breaker Sox - 

8 

160-0930 

1 

Gasoline Sets 
♦‘Cover. Breaker Box 

9 

160-0723 

1 

P1unger. Breaker 
‘ Gaso)ine Sets 


160-0265 

■•1 

L 

♦ Gas and Gas-Gasoiine Sets 

10 

526-0214 

2 

Washer. Flat (17/64 10 x 

11 

160-0428 

1 

1/2 (X) X 1/16“ ThkJ 
♦‘Strap. Point Set to Breaker 

12 

160-0349 

1 

Box Terminal Block 
♦‘Slock and Terminal Assembly. 

13 

160-0261 

1 

Breaker Box 
♦*Wick. Breaker Box 

14 

815-0285 

3 

Screw. Machine - Round Head 
with ET 

* Gasoline Sets (#8--32 x 5/16 


518-0049 

3 

♦ Gas and Gas-Gasoline Sets 

15 

160-0931 

1 

(#8-32 X 1/4") 

Guide. Plunger 
‘ Gasoline ^ts 


160-0264 

1 

♦ Gas and Gas-Gasoline Sets 

16 

802-0035 

2 

Screw, Machine - Socket Head 
* Gasoline Sets (1/4-20 x 7/8 


«)2-0034 

2 

♦ Gas and Gas-Gasoline Sets 

17 

166-0702 

1 

(1/4-20 X 3/4") 

Kit. Lead Replacement 

17A 336-4414 

1 

(Includes Parts Marked **) 
“Lead Assembly. Coil to 

18 

166-0772 

1 

Breaker Box 

Coil. Ignition - Key 2,3,5.7 
(Includes Qty 2 166-0554 

Hex Nuts) 

Prior to Serial A760988560 


166-0772 

1 

(includes Parts Marked t) 
Begin Serial A760S98660 

19 

166-<»88 

1 

Clamp, Ignition Coil - 


167-1602 

2 

Key 2.3.5.7 

Cable. Spark Plug 

Kev 1.4.6 


167-1602 

1 

Key 2.3,5,7 (Right Cyl) 


167-1602 

1 

Key 2.3.5,7 (Left CyM 

21 

167-0241 

2 

Plug. Soark 

IkKi-Resistor 


167-0237 

2 

Resistor 


Systea 




PART 

QTY 

PIWT 

NO. 

22 

NO. 

(AEO 

DESCRIPTION 

Condenser. Ignition Coil 
Suppression 


312-0027 

i 

Keys 2.3.5.7 


312-0017 

1 

Begin Spec V - Keys 2,3.5.'? 

23 

160-0752 

1 

Stator Assembly. Magneto 
(Includes Coil and Pole Shoe 
- Key 1.4.6 

24 

160-0750 

1 

Coil. Magneto Stator - 
Key 1.4!6 

25 

160-0749 

1 

Pole Shoe. Magneto Stator - 
Key 1.4,6 

26 

167-0188 

4 

Clip, Magneto Lead - Key 1,4, 

27 

815-0259 

2 

Scr^. Tapping - Hex Head 
(1/4-20 X l-i/4“) - Kev 1,4. 

28 

526-0015 

2 

Washer. Flat (9/32“ ID x 

9/16" 00 X 1/16" ThK) - 
Key 1.4.6 

29 

812-0077 

2 

Screw, Machine - Round Heaa 
(#8-32 X 3/8") 

30 

31 

850-0040 

2 

Washer, Lock - Spring - 1/4" 
Box Assembly. Breaker - Gas 
and Gas-Gasoline Sets 
(Includes Parts Marked ♦) 


160-1171 

1 

Prior to Serial C770221140 


160-0257 

1 

Begin Serial C770221140 

32 

160-0043 

1 

Casket. Breaker Box Mounting 
Gas and Gas-Gasoline Sets 

33 

160-0558 

2 

Nipple, Spark Plug Cable 

35 

166-0554 

2 

“Nut. Hex - Metric (MS x .8) 

36 

815-0350 

1 

Screw. Tapping - Slotted Hex 
Head (#10-32 x 3/8") 

37 

856-0003 

1 

Washer, Lock - Spring (#10) 

38 

166-0519 

1 

Bracket. Timing - Vacu-Flo 
Sets 

39 

332-1876 

1 

Clamp. AC Leads Holddown - 
Spec V 

40 

508-0095 

2 

Grommet. Rubber (11/32" ID) 

41 

526-0184 

2 

Washer, Flat (17/64" ID x 
5/8" 00 X 10 Ga. Thk) 

42 

856-0002 

2 

Washer. Lock - EIT (#8) 

43 

850-2005 

2 

“Washer, Lock - Ignition Coil 
(MS. Metric) 

45 

160-0836 

1 

Ignition Tune-Up Kit 
(Includes Parts Marked 


* - Parts Included in 160-113S Breaker Box Assembly 

«■ - Parte Included in 160-1171 and 160-0257 Breakei 

Box Assei^iy. 

** - Parts Included in 166-0702 Lead Replacement Kti 

% - Parts Included in 160-0836 Ignition Tune-Up Kil 



Fu®l Tank and Filter 
Key 1,4,S 



RBF PMT QIY PART REF PART QTY PART 

NO. NO. USB) OEaCRlPTION NO. NO. USED DESCRIPTION 

1 1S9-0S46 1 Tank, Fuel - 4 Gal. (Includes 8 301-3571 1 Bracket, Fuel Tank and Control 

Cap) Box Mounting 

2 159-1010 2 Strap, Fuel Tank Mounting 9 149-0150 1 *Bow1, Fuel Filter 

3 149-0079 1 Filter, Fuel (Includes Parts 10 149-0202 1 *Screen, Fuel Filter 

Marked *) 11 149-0149 1 ^Gasket, Fuel Filter Bowl 

4 502-0046 I Nipple, Pipe - Close (l/8“) 12 504-0004 1 Valve, Shut-Off - Key 1 

5 159-0020 1 Cap, Fuel Tank 13 502-0020 1 Elbow, Street Pipe - Shut-Off 

6 501-0015 1 Lina, Fuel (16“) Valve - Key 1 

7 505-0274 3 Plug. Pipe - Fuel Tank Drain 

(1/8*) Use with Shut-Off 

Valve 504-0004 - Key 1 * _ Parts included in 149-0079 Fuel Filter. 















Readi-Pull Starter 
Kay 1,4,6 



I 


REF 

PART 

QTY 

PART 

MO. 

NO. 

USED 

DESCRIPTION 


192-0325 

X 

Starter, Complete (Includes 
Mounting Ring and Ratchet 
Wheel) 

1 

192-0045 

1 

Rope and Grip, Pull 

2 

192-0043 

1 

Rope, Pull (83") 

3 

192-0044 

1 

Grip, Rope (Rubber) 

4 

517-0025 

1 

Plug, Rope Grip 

5 

192-0152 

1 

Housing, Starter 

6 

192-0153 

1 

inSieel, Cog - Anti-Backlash 

7 

516-0138 

1 

Pin, Roll Recoil Spring 
(3/16" X 9/16") 

8 

192-0039 

1 

Spring. Recoil 

9 

526-0123 

1 

Washer, Thrust (Sheave Bushi 
to Cover) (25/64 ID x 

1-1/4 W X .0598" Thk) 

10 

192-0180 

1 

Sheave.Rope (Inc 1udes Parts 
Marked *) 

11 

192-0172 

1 

*Paw1 

12 

192-016S 

2 

“Spring. Pawl 

13 

192-0168 

2 

“Arm. Ratchet 

14 

516-0110 

4 

“Pin, Roll (5/16 X 1/2") 

; (2) Ratchet Arm, (2) Pawl 

15 

192-0167 

■ ■ 1 ' 

“Clamp, Rope 

16 

192-0163 

1 

Searing, Sheave Hub (Bronxe) 


REF PART QTY PART 

NO. MO. USED OESO^IPTION 

17 192-0323 1 Screw, Cap - Counterbored 

( 1 a 1 \ 

18 862-0003 1 Nut, Hex (3/8-16) 

19 526-0180 4 Washer, Flat (17/64“ 10 x 

7/8" 00 X 1/8" Thk) 

20 192-0186 1 Ring, Starter to Blower 

Housing Mounting 

21 870-0110 4 Nut, Retainer (1/4-20) 

22 192-0309 1 Wheel, Ratchet 

23 526-0015 1 ^Washer, Flat (9/32“ 10 x 

9/16" 00 X 1/16" Thk) 

24 NFS 1 Washer, Flat (Special) 

25 850-0050 1 Washer, Lock - Spring (3/8"] 

26 815-0137 4 Screw, Tapping - Hex Head Cc 

(1/4-20x5/8") 

27 815-0137 4 *Screw, Tapping - Hex Head Gi 

(1/4-20 X 5/8") 

28 526-0169 1 Washer, Flat (17/64" 10 x 

7/8" OD X 1/16" Thk) 

29 526-0130 4 Washer, Flat (17/64" ID x 

1" bo X 1/16" Thk) 

31 800-0007 4 Screw, Cap - Hex Head 

(1/4-20 X 1") 


* - Parts Included in 192-0180 f^pe Sheave Assembl) 








Oenaretor 



<rTY 

PART 


PART 

QTY 

PART 

MO. m. 

USE0 

OE^IPTION 

NO. 

MO. 

USED 

DESCRIPTION 

1 


Rotors Without Exter$ded Shaft 

7 



Stator Assetnbiy, Itound 



(Includes Parts Marked *) 




50 Hertz Sets 



SO Hertz Sets 


220-1818 

1 

3.5CCK-538P, 3.5CCK-53CP 

201-2328 

i 

3.5CCK-S3P. 3.5CCK-S38R 




3.SCCK-538R & 3.5CCK-53 

201-2323 

1 

3.5CCK-53CP & 3..5r£K-53CR 


220-1822 

1 

4 2CCK-53CP. 4.2CCK-53GR 



- Spec A-R 




4.2CCK-5S0R & 4.2CCK-57 

201-2505 

1 

3.5CCK-53CP & 3.5CCK-53CR 




4.0CCK-57P & 4.0CCK-57R. 



- Beoin Spec U 




4.0CCK-S50R. 4.2CCK-53e 

201-2321 

1 

3.KXK-53BR 




60 Hertz Sets 

201-2518 

1 

4.0CCK-550R - Beqin Spec V 


220-1818 

1 

4.0CCK~3CP. 4.0CCK-3CR. 

201-1912 

1 

4.2CCK-53CP & 4.^K-53CR 




4.0CCK-4R & 4.0CCK-3CE, 



- Spec R 




4.0CCK-3R 

201-2483 

1 

4.2CCK-53BR - Spec R 


220-1821 

1 

S.OCCK-aCP. 5.0CCK-3GR, 

201-2510 

1 

4.2CX;K-53BR - Spec U 




3R. 4R, 4XR, 5.0CCK-50R 

201-25OT 

i 

4.2CCK-53CR - Spec U 




& 5.0CCK-3CE. 4E 

201-ISOS 

1 

4.2CCK-53CR - Spec R 

3 



Lead Assembly, Brush 

201-2329 

1 

4.2CCK-55DR - Spec R 


336-1891 

4 

Blade Type Terminals (9") 

201-2330 

1 

4.2CCIC-S7R - Spec R 


336-1890 

4 

Blade Type and Round Type 

201-2507 

1 

4,2CCK-57R - Spec V 




Terminal (4") 

201-2507 

1 

4.0CCK-57P & 4.0CCK-57R 

9 

336-0186 

3 

tJumper, Ground (3-1/2") 



- Beqin Spec U 

iO 



Block Assembly, Brush 

201-2511 

1 

3.SCCIC-538R. 3.5CCK-53BP 




(Includes Parts Marked t) 



- Beqin Spec U 


212-0352 

1 

Lower 



60 Hertz Sets 


212-0345 

1 

Right 

201-1907 

1 

4.0CCK-3CP. 4.0CCK-3CR & 


212-0361 

1 

Upper 



4.0CX:k- 3CE - Spec R 


212-0353 

1 

Left 

201-2504 

1 

4.0CCK-3CP. 4.0CCK-3CR & 

11 

231-0164 

1 

Adapter, Generator to Engine 



4.0CX1K-3CE - Beqin Spec U 




(Includes 4 Alignment Pins) 

201-1917 

1 

4.0CCK-4R - Spec R 

12 

304-0015 

2 

Washer, Cente,^ing Resistor 

201-2514 

1 

4.0CCK-4R - Beqin Spec V 

13 

214-0095 

4 

tSrush. Commutator 

201-1903 

1 

S,0CCK-3CP. S.6CCK-3CR. 

14 

214-0096 

8 

tBrush, Collector 



S.0(XK-3R. 5.0CCK-3CE - 

15 

212-1232 

12 

(Spring. Brush 



Spec R 

16 

304-0706 

2 

Bracket. Resistor Mounting 

201-2S03 

1 

5.0CCK-3CP. 5.0CCK-3CR. 

17 

357-0020 

1 

Diode 



5.0CCK-3CE & 5.0CCK-8R - 

18 



Cover Assembly, Generator Fe 



Beqin Spec V 


232-2107 

1 

Used on Sets Without 

201-1913 

1 

5.0CCK-4R - Spec R 




Extended Shaft Rotor 

201-2512 

1 

5.0CCK-4R - Beqin Spec U 


232-2827 

1 

Used on Sets With Extendec 

201-IS18 

1 

S.0(X:k- 4XR - Spec R 




Shaft Rotor 

201-2513 

1 

5.0CCK-4XR - Beqin Spec V 

19 

234-0362 

1 

Wrapper, End Bell 

201-1914 

i 

5.0CCIC-50R - Spec R 

20 

211-0187 

1 

Bell, End 

201-2508 

1 

S.OCCK-SKl - Begin Spec V 

21 



Harness, Wiring 



Rotors with Extended Shaft - 


338-0642 

1 

Single Phase - Spec R 



60 Hertz Sets (Includes 


338-0643 

s 

1 

Three Phase - Spec R 



Parts Marked *1 


338-0946 

1 

Remote, 1 Phase - Begin 

201-1964 

1 

4.0(X;K-3CR - Spec R 




Spec V 

201-2524 

1 

4.0CCK-3CR - Begin Spec U 


338-0947 

1 

Remote, 3 Phase - Begin 

2 232-2316 

1 

“'Hub. Drive - Spec R Only 




Spec V 

3 S15-<»06 

1 

Key, Drive Hub to Crankshaft 


338-0644 

1 

Portable - Begin Spec V - 



- Spec R 




1 Phase 

4 510-0047 

1 

■Bearing (Ball), Rotor 


338-0645 

1 

Portable, 3 Phase - Begin 

5 232~<^96 

1 

Clip, Bearing Stop 




Spec V 

6 


Stud. Rotor Through 

22 

516-0182 

8 

Pin, Roll - Generator Frame 

520-0732 

1 

Key 1.2,4,5 




(1/4 X 3/4") 

520-0733 

1 

Key 3,6,7 - Also Key 4, 

23 

232-2321 

1 

Support, Generator 



Spec V. SO Hertz 

24 



■Commutator 

520-0781 

1 

Use Only on Extended Shaft 


203-0153 

1 

Key 1,2,4,5 



Rotors 


203-0152 

1 

Key 3,6,7 











Generator 


«EF 

PART 

QTY 

Pi«T 

REF 

PART 

QTY 

PART 

NO. 

m. 

ijse» 

C^^IPTI(»f 

NO. 

NO. 

USED 

OESOIIPTION 

25 

204-0110 

1 

*CoHector Ring 

43 

526-0049 

4 

iWasher. Flat (13/64" If) x 

26 

800-0051 

2 

Screw. Cap - Hex Head 




7/16" 00 X 1/32" Thk) 




(3/8-16 X 1-1/4") 

44 

800-0050 

4 

Screw, Cap - Hex Head 

27 



Resistor. Fixed 




(3/8-16 X 1") 


353-0071 

1 

8.3-CSM13 at 25 Watts/ 

45 



Screw, Cap - Hex Head 




3,8-Ohins at 50 Watts - 


800-0043 

4 

5/16-18 X 5“ - Key 1.2,4 




4.2 & 5.0 kW 


800-0044 

4 

5/16-18 X 7-1/2" - Key 3 


353-0072 

1 

5.7-Ohiiis at 25 Watts/ 

46 

815-0359 

17 

Screw, Tapping - Hex Washe 




?.5“0hms'. at 50 Watts - 




Head (#10-32 x 7/8") 




3.5 & 4.0 kW 

47 

815-0341 

4 

tScrew, Machine - Hex Head 

28 



Fan. Generator 




(Brass) (#10-32 x 1") 


205-0090 

1 

Used 0 !i Sets Wittrout 

48 

812-0156 

4 

Screw. Machine - Round Hea 




Extended Shaft Rotor 




(Use With 232-2827 Genera 


205-0116 

1 

Used on Sets With Extended 




Fan Cover) (1/4-20 x 1-1/ 




Shaft Rotor 




- Spec V, Key 3 & 4 - 

29 

516-0007 

1 

*Key. Drive Hub to Rotor 




50 Hertz. Use 2 

30 

853-0008 

8 

tWasher, Lock - ET (#10) 

49 

850-0040 

4 

Washer, Lock (Use With 

31 

850-0050 

6 

Washer. Lock - Spring (3/8”) 




232-2827 Generator Fan Co 

32 

870-0203 

i 

Nut. Hex (Special) 




(1/4") - Spec V, Key 3 & 

33 

815-0441 

2 

Screw. Tapping - Hex Head 




50 Hertz. Use 2 




(i/4-20 X 1-1/2”) 

50 

804-0016 

4 

Screw, Allen Head (Use Wit 

3 & 

526-0030 

2 

Washer. Flat (13/32" ID 




205-0116 Generator Fan) 




7/8" 00 X 1/8" Thk) 




(#10-32 X 3/8") 

35 

850-0055 

1 

Washer, Lock - Spring (7/16”) 

51 

850-0030 

4 

Washer, Lock (Use With 

36 

850-0045 

4 

Washer. Lock - Spring (5/16") 




205-0116 Generator Fan) ( 

37 

850-0030 

n 

1 

Washer. Lock - Spring (#10) 

52 

526-0032 

1 

Washer, Flat (Use With 

38 

860-00H 

1 

Nut. Hex (#10-24) 




520-0781 Stud) (29/64" II 

39 

862-0015 

4 

Nut. Hex (5/16-18) 




7/8" OD X 1/16" Thk) 

40 

871-0010 

8 

tNut, Hex - Brass (#10-32) 

53 

516-0196 

4 

Pin, Locating 

41 

812-0118 

1 

Screw, Machine - Round Head 

54 

232-2586 

1 

Hub, Fan (Extended Shaft) 




(#10-24 X 5") 





42 

526-0115 

4 

Washer, Flat (11/32“ 10 x 








11/16" 00 X 1/16" Thk) 

* _ 

Parts' Included in 

Rotor Assembly. 





t - 

Parts Included in 

Brush Block Assembly. 






Control 
JCey 1.4, S 



WF 

PART 

QTY 

PART 

REF 

PART 

QTY 

PART 

Li 

NO. 

USBl 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

301-3573 

1 

Box, Receptacle 

8 

301-1902 

1 

Clamp, Guard 

2 

301-3S74 

1 

Panel, Receptacle Box 

9 

149-0156 

1 

Gasket, Pilot Light Guard 

3 

322-0011 

1 

Lamp, Receptacle Pilot Light 

10 

332-1695 

1 

Jumper 

4 

322-0021 

1 

Receptacle, Pilot Light 

11 

332-0517 

1 

Lug, Terminal - Ground 

5 

323-0383 

2 

Receptacle, Duplex 

12 



Strap, Ground 

6 

323-0855 

2 

Receptacle. Twistlock 


337-0050 

1 

Spec R 

7 

149-0234 

1 

Guard; Pilot Light 


337-0085 

1 

Begin Spec V 


Control 
Keys 2,3,5,7 
Spec R Through U 



REF 

PART 

QTY 

PART 

REF 

PART 

QTY 

P/«T 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

301-3484 

1 

Covar, Control 

19 

330-0074 

1 

Box. Outlet 

2 

815-0350 

3 

Screw, Tapping - Hex Head 

20 

815-0350 

2 

Screw. Tapping - Hex Head 




{#10-32 X 3/8") 




(#10-32 X 3/8") 

3 

300-1884 

1 

Board. Voltage Regulator 

21 

301-3560 

1 

Panel, Control Mounting 

4 

815-0365 

4 

Screw. Tapping - Round Head 

22 

416-0004 

1 

Cable, Jumper - Battery 




(#8 X 3/4") 




(Optional) 

5 

300-0935 

1 

’"'Control Starter Adapter 

23 



Cable. Battery 

6 

812-<KJ77 

4 

*Screw, ‘Machine - Round Head 




Unhoused Sets 




(#8-32 X 3/8") 


416-0077 

2 

28" 

7 

853-0005 

4 

*Washer„ Lock - ET (#8) 




Housed Sets 

8 

870-0263 

4 

Nut, Insulator (#8) 


416-0007 

1 

9" - Positive 

9 

301-3481 

1 

Bracket. Control Mounting 


416-0014 

1 

15" - Negative 

10 

815-0350 

4 

Screw,, Tapping - Hex Head 

24 

321-0194 

1 

Fuse (9 Amperes) 




(#10-32 X 3/8") 

25 

321-0193 

1 

Fuse Holder (Includes Fuse 

11 

856-0003 

4 

Washer, Lock - EIT (#10) 

26 

338-0682 

1 

Wiring Harness, Engine Con 

<« A 

307-1166 

I 

Solenoid. Start 

28 

300-1227 

1 

*Control, Disconnect Adapte 

13 

821-0009 

1 

Screw. Cap - Hex Washer Head 

29 

332-1567 

11 

Tie, Wire 




(1/4-20x3/8") 

30 

337-0091 

1 

Strap, Ground - Housed Set 

14 

332-0142 

1 

Tensinal, Lug 

31 

856-0012 

1 

Washer. Lock - ET (7/16") 

15 

821-0010 

1 

Screw, Cap - Hex Washer Head 




Housed Sets 




(1/4-20 X 1/4") 





16 

856-00^ 

1 

^sher. Lock - EIT (1/4") 





17 

330-<KM>4 

i 

Cover, Outlet Box 





18 

508-0179 

1 

GrOfflnffit, Outlet Box 

* _ 

Effective 

Serial 

Number 0675954985, during 











Control - Begin Spec V 
Kevs 2.3.S.? 


I«F 

P«T 

QTY 

PART 

MO. 

NO. 

USES 

DESCRIPTION 

1 

301-4634 

1 

Box. Control 

2 

301-4442 

t 

Pane), Control 

3 

301-4441 

1 

Plate. Generator Control 

4 

821-OCK>8 

4 

Screw. - Locking Head 

(1/4-20 X 5/16“ Lg) 

5 

301-454S 

1 

Cover. Control Box (Includes 
Schwsatic) 

6 

821-0004 

1 

Screw. Cap - Locking Head 
(#10-32 X 5/16" Lg) 

7 

S18-00S6 

1 

Nut, Wing (#10-32 x 1/2") 

8 

S08-0021 

1 

Gronnet. Rubber 

9 

307-161? 

1 

Relay. Start S<jlenoid 

10 

508-0015 

1 

Washer. Fiber 

11 

321-0175 

2 

Holder, Fuse 

12 

321-0174 

2 

Fuse (5 Asp) 

13 

34^-0383 

1 

Switch, Start/Stop 

14 

307-1575 

2 

•Relay, Ignition (Crank-Run) 

15 

870-0131 

5 

Nut. Hex - With Washer 
(#10-32) 

16 

S08-O2M 

1 

Bushing. Nylon 

1? 

331-0088 

1 

Bushing 

18 

508-0191 

1 

Bushing 

19 

304-0580 

1 

Insulator 

20 

352-0161 

1 

X 

•Resistor - 10-0h». 5 Watts 

21 

S12-0CMB7 

1 

Screw. Machine - Round Head 
(#8-32 X 1/2" Lg) 

22 

870-0221 

1 

Nut. Hex - W/ET (#8-32) 

23 

821-0004 

7 

Screw. Cap - Locking Head 
{•10-32 X 5/16" Lg) 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

24 

812-0065 

2 

Screw. Machine - Round Heac 

25 

854-0006 

2 

(#6-32 X 5/8" Lg) 

Washer. Lock - Internal (#6 

26 

860-0005 

2 

Nut, Hex (#6-32) 

27 

338-1218 

1 

Harness. Wiring (Includes 
Parts Marked *) 

Gasoline 


338-1147 

1 

Gas and Gas-Gasoline 

28 

332-2103 

1 

Strip. Terminal Block Mark* 

29 

305-0383 

1 

Regulator, Voltage 

30 

357-0030 

2 

•Rectifier. Silicon (Key 5,1 

31 

332-0699 

1 

Use 1) 

•Block, Terminal - 6 Place 

32 

416-0014 

1 

Cable. Battery - 15" 

33 

416-0077 

1 

(Negative) - Housed Sets 
Cable, Battery - 28" 

34 

332-0142 

1 

(Positive) 

Terminal, Solder less 

35 

332-0942 

16 

•Tie, Cable - Wiring Harnes! 

36 

332-1043 

2 

•Jumper, Terminal 

37 

323-1199 

5 

•Pin. Contact - Male 

38 

323-1200 

17 

•Socket. Contact - Female 

39 

332-0819 

2 

•Housing. Connector Push On 

40 

332-2298 

1 

•Housing, Terminal 

41 

323-1291 

1 

•Plug (9 Pin) 

*' - 

Parts Included in 

Wiring Harness. 






Air Housing 



!«F 

P/IRT 

QTY 

PART 

REF 

PART 

QTY 

PART 

NO. 

NO. 


DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

405-1013 

1 

Hood, Engine - Key 1,4,6 

5 

134-0662 

1 

Cover, Cylinder - Right 

2 

134-0580 

1 

Housing, Cylinder Air - Left 




(No. 2 Cylinder) - Key 1,4,6 




(No. 1 Cylinder) 

6 

134-0663 

1 

Cover, Cylinder - Left 

3 



Housing, Blower 




(No. 1 Cylinder) - Key 1,4,6 




Sets Without Spin-on Oil 

7 

313-0013 

1 

Button, Stop - Key 1,4,6 




Filter 

8 

815-0261 

4 

Screw, Tapping - Hex Washer 


134-1579 

1 

Key 1.4,6 




Head (1/4-20 x 1/2") 


134-1^6 

1 

Key 2,3,5,? - Spec R 

9 

334-0028 

1 

Lead, Stop (4 Ft. Piece of 


134-3885 

1 

Key 2,3,5,? - Begin Spec V 




Bulk Wire) 




Sets With Spin-on Oil Filter 

10 

821-0010 

3 

Screw, Cap - Hex Washer Head 


134-2894 

1 

Key 1.4,6 




(1/4-20 X 1/2") 


134-2710 

1 

Key 2-3.5,? - Spec R 

11 

517-0021 

1 

Plug, Dot Button (7/8" Hole) 


134-3919 

1 

Key 2.3,5,? - Begin Spec V 




- Key 2,3,5,? 

4 



Housing. Cylinder Air - Right 

12 

308-0097 

1 

Switch, Momentary Contact - 




(No. 2 cylinder) 




Optional 


134-0^ 

1 

Sets Without Spin-on Filter 






134-2237 

■ 1 

Sets With Spin-on Oil Filter 















Service Kits end Miscellaneous 



PART 

QTY 

PART 

REF PART 

QTY 

PART 

NO. 

NO. 

USED 

OESOllPTIQN 

NO. NO. 


DESCRIPTION 


98-1100 

1 

Oecal Kit 

525-0305 

1 

Paint. Touch-Up (Pressurizec 


168-0103 

1 

Gasket Kit, Plant 



13 02 . Can) Non-Metal lie 


168-0095 

1 

Carbon Removal Gasket Kit 



Green Enamel 


412-0032 

1 

Cover. Canvas 





NOTE: For other Kits, refer to the Group for the 
part in question. 








OS»TIOIIAL EQUIPNENT SECTION 


This section contains parts listing of factory installed options. 

NOTE: Options aay not be applicable to all nodels; for field 

installations, additional parts are usually required. 










V»c«-F1o Coolino atid Air Shutter - Optlenal 

iKey 2.3,5,71 



1^ ««? QIV 

NO. HO, USED 


PMtT 

OESCRIPTIOK 


REF PART QTY PART 

NO. NO. USED DESCRIPTION 


134 

134-081S 

134-2696 

134-2692 

134-2015 

134-IST2 

134-2102 

134-27S6 

134-2235 


Scroll. Air Outlet 

Sets Without Air Shutter 
(Includes Guard) 

1 Without Rope Sheave Opening 

1 With R<ve Sheave Opening 

Sets With Air Gutter 
1 ^Without Rope Sheave Opening 

1 With Ropo Sheave <^»ening 

Sets Without Guard and 
Without Air Shutter 
I With High Air Teeperature 

Cut-off 

Housing, Slcuver 

1 Sets Without Spin-on Oil 

Filter - Spec R 

I Sets Without Spin-on Oil 

Filter - Begin Spec S 
I Sets Without :^in-on Oil 

Filter - Begin Spec U 
1 iSetsTfith Spin-on Oil 

Filter - Spec R 
I Slots With Spin-on Oil 


3 

i34-29S6 

1 

Filter - Begin Spec V 
Gu*''d. Scroll Air Outlet 

,4 

815-f042i 

4 

Scrtw*. Tapping - Hex Head 

5 

517-0035: 

: 1' 

With ET (# 10-15 X 1/2") 
Plug. 0«H: Buttpn - Timing 
(1-1/16 ") 

Shutter Assembly, Air 

6 

: 134^36 ' / 

1 


(tncludsf Parts Marked *) 


7 134-0661 1 

8 134-0660 1 

9 134-0656 1 

10 309-0085 1 

11 134-0658 1 

12 134-0655 1 

13 518-0074 1 

14 526-0102 1 

15 526-0016 3 

16 309-0002 1 

17 508-0031 1 

18 334-002S 1 


19 332-0556 1 

20 

821-0010 3 

821-0008 4 

21 517-0021 2 

22 166-0519 1 

23 870-0110 4 


— Parts Included in 


•Plate. Vernatherm Element 
Mounting 

•Bracket. Vernatherm Element 
•Element, Vernatherm 
•Element, Vernatherm 
•Spring, Shutter 
•Shutter. Circulated Air 
Control 

•Ring. Retainer - Shutter Shai 
•Washer. Flat (2S/64" 10 x 
15/16" 00 X 1/32" Thk) 
•Washer. Flat (17/64" ID x 
9/16" 00 X 1/32" Thk) 
•Switch. High Air Teti^srature 
•Grommet- Rubber - High Air 
Temperature Lead (11/32" Ho' 
•Lead, High Air Temperature 
Switch (4 Ft Piece of Bulk 
Wire) 

•Connector, Quick Disconnect 
Screw; Lock Head(Flange) 
Spec R. U (1/4-20 x 1/2") 
Begin Spec V (1/4-20 x 5/l( 
Plug. Dot Button 
Bracket. Timing 
Nut; Speed Grip (1/4-20) 


134-6816 Air Shutter Assembly 







Oas and Qas-6aso11ne Fuel Systea 
Optional 




6as and ©ss-Gasoline Fual Systaa 
Optional 


f^F 

PART 

QTY 

PART 

REF 

PART 

QTY 


NO. 

l^ED 

DESCRIPTION 

NO. 

NO. 

USED 

1 



Carburetor, Complete (Includes 

8 

505-0038 

1 




Mounting Gasket) (See 

Separate Group for Components) 

9 

505-0099 

1 




Gas-Gasoline 





142-0616 

1 

Manual Choke - Key 1,4.6 

10 

505-0017 

1 


142-0615 

1 

Electric Choke - Key 

11 

148-0311 

1 




2.3,5,7 

12 

148-0107 

1 


142-0617 

1 

Gas 

13 

505-0057 

1 

2 

141-0078 

1 

Gasket Carburetor Mounting 

14 

148-0428 

1 

3 

149-0136 

1 

Cover, Fu«el Pun^ Hole - Gas 

IS 

505-0021 

1 




Only Sets 

16 

307-0312 

1 

4 

148-0147 

1 

Pipe, Gas Fuel 

17 

148-0367 

1 

5 

503-0032 

2 

Clantp. Hose 

18 

149-0558 

1 

6 



Line, Fuel 





503-0315 

1 

Sets With Garretson Regulator 





501-0025 

1 

Sets With Ensign Regulator 


148-0390 

1 

7 

505-0302 

1 

Nipple, Pipe - Half 

19 

502-0082 

1 


(l/4“ X 1-1/2“) 


P/«T 

DESCRIPTION 

ElboM. Pipe - Female 
(1/4 X 90*) 

Nipple. Pipe - Close 
(1/4" X 7/8") 

Bushing, Reducer (3/8" x Iji 
Regulator, Gas Fuel (Garret 
Vent. Regulator 
Plug. Pipe (l/8“) 

Regulator, Gas Fuel (Ensigr 
Bushing, Reducer (3/4" x 1/ 
Valve, Solenoid - Gas Fuel 
Switch, Vacuum Regulator 
Strainer, Gas Fuel 
Kit, Repair - Gas Regulator 

Garretson 

Nipple, Hex - Vacuum Swiicl 

(1/8 X 1/8") 







Carburetor Parts ” Cas and Cas-Gasoline 

Optional 






Carburetor Parts - 6as and Qas-Oasoline 

Optional 


MF 

PART 

QTY 

PWIT 

REF 

PART 

QTY 

PART 

m. 

NO. 

USED 

OES^IPTION 

NO. 

NO. 

USED 

DESCRIPTION 




Carburetor. Con^lete 

22 

142-0046 

1 

Retainer, Main Adjusting 




(Includes Mounting Gasket) 




Needle - Gas-Gasoline 




Gas-Gasoline 

23 

142-0206 

1 

tPacking. Main Adjusting 


142-0616 

1 

Manual Choke - Key 1,4.6 




Needle - Gas-Gasoline 


142-0615 

1 

Electric Choke - Key 

24 

142-0045 

1 

Retainer, Main Adjusting 




2,3,5.7 




Needle Packing - Gas-Gasol 


142-0617 

1 

Gas 

25 

516-0027 

1 

Pin, Main Adjusting Needle 

« 

X 



Screw, Machine - Fillister 




Gas-Gasoline 




Head 

26 

142-0041 

1 

tNeedle, Main Adjusting - 


815-0103 

1 

#10-24 X 1/2" 




Gas-Gasoline 


81S-0109 

2 

#10-24 X 5/8" 

27 


1 

Body Assembly (Not Sold 

2 

815-0091 

2 

tScrew, Machine - Fillister 




Separately) 




Head With IT (#4-40 x 3/16") 

28 

505-0008 

1 

Plug, Pipe (1/8") 




Gas-Gasoline 

29 

142-0042 

1 

Needle Assembly, Main 

3 



Fly, Choke - Gas-Gasoline 




Adjusting - Gas-Gasoline 


142-0055 

1 

Key 1,4,6 

30 

142-0343 

2 

Bushing, Throttle Shaft 


142-0037 

1 

Key 2.3.5.7 

31 

870-0053 

1 

Nut, Hex (#10-32) 

4 

142-0205 

1 

Sleeve. Choke (Cover) 

32 

813-0103 

1 

Screw, Machine - Round Heac 

5 



Shaft, Choke - Gas-Gasoline 




(#10-32 X 3/4") 


142-0217 

1 

Key 1,4.6 

33 

141-0078 

1 

“Gasket, Carburetor Mountinc 


142-0183 

1 

Key 2,3.5.1 

34 

NFS 

1 

Nut, Hex - Float Lock 

6 

142-0039 


tShaft. Float - Gas-Gasoline 




Gas-Gasoline 

7 

142-0031 

1 

’^Gasket, Fuel Bowl 

35 

148-0135 

1 

Lock Assembly, Float - 

8 

148-0017 

2 

“Gasket, (1) Float Valve Seat, 




Gas-Gasoline 




(1) Main Adjusting Needle 

36 

148-0126 

1 

Adapter, Gas Fuel 




Retainer 

37 

509-0091 

1 

Gasket. Adapter Mounting 

9 



Valve and Seat Assembly - 

38 

148-0131 

1 

Screw, Adapter Adjusting 




Gas-Gasoline 

39 

148-0010 

1 

Spring, Adapter Adjusting 


142-0049 

1 

t Sets Without Day Tank 

40 

502-0034 

1 

Elbow, Male - Idle Line to 


142-0356 

1 

Sets With Day Tank 




Adapter 

10 

142-0032 

1 

“Gasket Nozzle - Gas-Gasoline 

41 

149-0030 

1 

Line, Idle Fuel 

11 

142-0285 

1 

Nozzle Assembly - Gas-Gasoline 

42 

148-0008 

1 

Lock, Choke (Gas-Gasoline) 

12 

142-0361 

1 

Float and Lever Assembly - 




. • .3,5,7 




Gas-Gasoline 

43 

518-0075 

1 

Screw, Choke Lock (6-32 x ! 

13 

145-0008 

1 

Lever. Idle Stop 




Gas-Gasoline - Key 2,3,5,' 

14 



Needle, Idle Adjusting 

44 

502-0074 

1 

Elbow. Inverted - Gas Fuel 


142-0040 

2 

t Gas-Gasoline 




Inlet 


142-0040 

1 

Gas 

45 

142-0015 

1 

Plug, Body - Gas 

15 



Spring, Idle Adjusting Needle 

46 

812-0088 

1 

Screw, Machine - Round Heai 


142-0282 

2 

Gas-Gasoline 




(#8-32 X 1-3/4") 


142-0282 

1 

Gas 

47 

812-0125 

1 

Screw, Machine - Round Hea 

16 

142-IM135 

1 

Spring, Throttle Stop 




(#12-24 X 1/2") 




Adjusting Screw 


142-0033 

1 

tKit, Gasket (Includes Part; 

17 

812-0063 

1 

Screw, Machine - Round Head 




Marked *) 




(#6-32 X 1/2") 


142-0371 

1 

Kit, Repair (Includes Part 

18 

815-0072 

2 

tScrew, Machine - Oval Head 




Marked t) - Gas-Gasoline 




(#4-40 X 1/4") 





13 

142-0369 

1 

Fly, Throttle 





20 

142-0368 

1 

tShaft, Throttle 

* _ 

Parts Included in 

142-0033 Gasket Kit. 

21 

142-0368 

1 

Nut and Jet, Nozzle - 

t - 

Parts Included in 

142-0371 Repair Kit. 


Gas-Gasoline 





ng and Meter Panel 
onal - Key 2,3,5,T 



















Housing and Hater Panel 
Optional - Key 2,3,5,7 


REF 

PMT 

QTY 

PART 

REF 

PART 

QTY 

PART 

NO. 

NO. 

usai oescsiiPTiai 

NO. 

NO. 

USED 

OESCailPTION 




Housing and Meter Panel - 

?9 

301-1385 

1 

Panel, Control - Sets Withoi 




Optional {Includes Pa^ts 




Meters 




Marked *) 

30 

301-2045 

1 

Panel, Meter - 4 Meter 


405-2261 

1 

Begin Spec R - Without 

31 

301-3114 

1 

Panel, Meter - 5 Meter 




Receptacle 

32 

301-1380 

1 

Panel, Meter - 3 Meter 


405-2254 

1 

Begin Spec R - Wit.h 

33 

301-1379 

1 

Panel, Meter - 2 Meter 




Receptacle 

34 

301-1381 

1 

Panel, Meter - 4 Meter 




Housing Without Meter Panel - 

35 



Breaker, Circuit 




Optional (Includes Parts 


320-0257 

1 

12 Ampere - 120/240 Volt 




Marked t) 


320-0002 

1 

is Ampere - 120 VAC 


405-2252 

1 

Begin Spec R - Without 


320-0170 

1 

18 Ampere - 120 VAC 




Receptacle 


320-0018 

1 

20 Ampere - 120 VAC 


405-2253 

1 

Begin Spec R - With 


320-0019 

2 

25 Ampere - 120 VAC 




Receptacle 


320-0020 

1 

35 Ampere - 120 VAC 

1 

405-1001 

1 

t*Cover. Hinged - Sides and Top 


320-0052 

1 

50 Ampere - 120 VAC 

2 

403-0368 

1 

t*Skid. Mounting 


320-0482 

1 

6 Ampere - 480 VAC 

3 

301-1378 

1 

t*Cover, Instrunent Panel 

36 



Ammeter - AC (Select 

4 



Panel. Housing - Rear 




According to Scale) 


405-214? 

1 

1*Sets Without Receptacle Panel 


302-0460 

1 

Scale Reads 0-20 Ampere 


405-1000 

1 

t*Sets With Receptacle Panel 


302-0418 

1 

Scale Reads 0-30 Ampere 

5 

405-1035 

1 

t*Shield. Rain 


302-0444 

1 

Scale Reads 0-35 Ampere 

6 

405-1134 

2 

t*Cord, Ocor Stop 


302-0419 

1 

Scale Reads 0-50 Ampere 

7 

405-0992 

1 

t*Bolt. U 


302-0445 

1 

Scale Reads 0-10 Ampere 

8 

508-0<H)l 

1 

t*GrfflnB»t, Rubber (1-1/16“ Hole) 

37 



Voltmeter - AC (Select 

9 



Frame. Battery Hold-Down 




According to Scale) 


416-0612 

1 

t* Spec R 


302-0420 

1 

Scale Reads 0-150 Volt 


416-0710 

1 

B^in Spec V 


302-0421 

1 

Scale Reads 0~300 Volt 

10 



Stud. Battery Hold-Oown 


302-0612 

1 

Scale Reads 0-500 Volt 


416-0541 

2 

t* Spec R 

38 



Meter, Running Time 


416-0718 

2 

8^ in Spec V 


302-0468 

1 

120 Volt, 50 Hertz 

11 



Tray. Battery 


302-0465 

1 

120 Volt, 60 Hertz 


416-0638 

1 

t* Spec R 


302-0469 

1 

240 Volt, 50 Hertz 


416-0709 

1 

B^in Spec V 

39 

332-0142 

1 

Terminal, Lug - Meter Panel 

12 

800-0005 

2 

t*Screw, Cap - Hex Head 

40 



Meter, Frequency 




(1/4-20 X 3/4“) 


302-0234 

1 

50 Hertz, 120 Volt 

13 

S26-0115 

9 

l^Washor. Flat (11/32" 10 x 


302-0256 

1 

50 Hertz, 240 Volt 




11/16" 00 X 1/16“ Thk) 


302-0213 

1 

60 Hertz, 120 Volt 

14 

526-0130 

2 

t^Washer, Flat (17/64“ ID x 

41 



Block, Terminal 




1“ 00 X 1/16" Thk) 


332-0231 

1 

2 Place 

15 

870-0212 

2 

t^ut. Hex - Self-locking 


332-0236 

1 

3 Place 




(1/4-20) 

42 



Strip, Marker 

le 

870-0065 

2 

t*Nut, Hex - Huglock (1/4-20) 


332-0237 

1 

2 Place Terminal Block 

17 


1 

Harness, Start-Stop Switch 


332-0238 

1 

3 Place Terminal' Block 

18 

870-0131 

20 

t*Nut. Hex Washer He«l (#10-32) 

43 

320-0202 

1 

Tie, Circuit Breaker Handle 

19 



Panel, Receptacle 




(Includes Pin) 


%1-1388 

t 

Sets With Receptacles 

44 

301-3206 

1 

Pane1, Meter 


301-1386 

1 

Sets Without Receptacles 

45 

612-0066 

4 

Screw, Machine - Round Heac 




(Blank) 




(#6-32 X 3/4") 

20 

862-0001 

4 

l*Nut. Hex {1/4--20) 

46 

853-0003 

4 

Washer, Lock - ET (#6) 

21 



Receptacle, Duplex 

47 

860-0006 

4 

Nut, Hex (#6-32) 


323-0383 

1 

120 Volt (15 Amp) 

48 

810-0155 

1 

Screw, Machine - Round Heae 


323-0213 

1 

240 Volt (15 Amp) 




(1/4-20 X 1-1/4") 

22 

323-0856 

1 

Recept^le. Twistlock (20 Anp, 

49 

854-0014 

2 

Washer, Lock - IT (1/4") 




120/240 Volt) 

50 

856-0006 

2 

Washer, Lock - EIT (1/4") 

23 

800-0^26 

12 

t*Screw, Cap - Hex Head 

51 

871-0015 

2 

Nut, Hex (1/4-20) 




(S/16-18 X 3/4") 

52 

526-0052 

1 

Washer, Flat (17/64" ID x 

24 

323-<^7 

1 

Plug. Twistlock Receptacle 




9/16" 00 X 1/32" Thk) 

2S 

850-0040 

2 

t*Washer, Lock Spring (l/4“) 

53 

812-0077 

12 

Screw, Machine - Round Hea< 

26 

870-0257 

14 

t*Nut. Flange - Hex Washer Head 




Circuit Breaker to Meter 




(5/16-18) 




Panel (#8-32 x 3/8") 

2“ 

308-0154 

1 

Switch, Start-Stop 





28 

813-0098 

20 

t*Screw. Machine - Round Head 








(#10-32 x 3/8“) 

* „ 

Parts Included in 

Housing Kit (with Me^er Pan< 





t - 

Parts Included in 

Housing Kit (W/0 Meter Pane 








Fuel Tank (8.5 eallon) 
Optional - Key 2,3>S,7 



REF PART QTY PART 

J®. m. USED C«SC»IPTION 

1 159-0592 1 Tank, Fuel (Includes Cap) 

2 159-0594 2 Band, Fuel Tank Mounting 

3 Line, Fuel 

501-0005 1 18-1/2" Lg 

501-0131 1 24“ Lg 


REF PART QTY PART 

NO. NO. USED DESCRIPTION 

4 159-0007 1 Cap, Fuel Tank 

5 504-0013 , 1 Valve, Fuel Shut-Off 

6 862-0001 2 Nut, Hex (1/4-20) 

7 850-0040 2 Washer, Lock - Spring (1/4") 









spin-on Oil Filter 
Optional 



KEF 

PART 

QTY 

PART 

REF 

PART 

QTY 

PART 

NO. 

NO. 


DESCRIPTION 

NO. 

NO. 

USED 

DESCRIPTION 

1 

122-0321 

1 

Gasket. Adapter 

5 



Filter, Spin-on 

2 

526-0065 

2 

Washer, Flat - Copper 


122-0323 

1 

Without Hex Nut 




(21/64'' ID X 9/16" OD x 


122-0406 

1 

With Hex Nut 




1/16" Thk) 

6 

122-0347 

1 

Seal, Air 

3 

800-0028 

2 

Screw, Cap - Hex Head 

7 

122-0345 

1 

Tube, Oil Drain 




{5/16-18 X 1") 

8 

505-0057 

1 

Plug, Pipe (1/8") 

4 

122-0320 

I 

Adapter, Filter 










Dolly 

0|»tt€>fi«1 ~ Key 1,4,@ 



REF PMtT 
NO. NO. 

410H323S 

1 410-0238 

2 410-0148 

3 410-0233 

4 410-0147 

5 4O3-02OS 
S 410-0179 

7 406-0062 

8 800-0052 

9 41O-'0236 
10 518-0130 


QIY 

PART 

REF 

PART 

USED 

DESCRIPTION 

NO. 

NO. 

1 

Dolly Assembly (Complete) 

13 

410-0283 

2 

L<;»;k. Hmdie 

14 

410-0284 

2 

Bolt, y 

15 

850-0050 

1 

Axle. Oolly 

16 

800-0032 

2 

Handle, Dolly 



2 

Grip, Handle 

17 

860-0017 

2 

Channels, U 

18 

526-0081 

2 

Nut. Handle 



1 

Screw. C^ - Hex Head 

19 

854-0020 


(3/8-16 X 1-1/2") 

20 

850-0045 

2 

Tire and Wheel Assembly 

21 

862-0015 


(4.00 X 16) 



4 

Ring, Retaining - External 




(63/64*) 




QTY PART 

USED DESCRIPTION 

2 Support. Axle 

2 Plate, Axle Support 

4 Washer, Lock - Spring (3/8") 

4 Screw, Cap - Hex Head 

(5/16-18 X 1-3/4") 

4 Nut. Hex (3/8-16) 

4 Washer. Flat (1-1/64" ID x 

1-5/8" 00 X 1/8™ Thk) 

2 Washer, Lock - IT (3/8") 

4 Washer. Lock - Spring (5/16") 

4 Nut. Hex (5/16-18) 











R«servo1r (Day) Tank 
Optional 



REF 

PiWT 


PART 

REF 

PART 

QTY 

no. 

NO. 

USED 

DESCRIPTION 

NO. 






Tank Kit. Reservoir (Day) 

8 

504-0086 

T 


159-0591 

1 

One Quart 

9 

505-0057 

1 


155-0942 

1 

Two Quart 

10 

505-0016 

1 

i 

142-0358 

1 

Valve, Fuel - Carburetor Fuel 







Inlet 

11 

505-0028 

1 

2 

159-0041 

1 

C^, Vent 

12 

502-0020 

1 

3 



Band, Tank Mounting 

13 

502-0024 

1 


IS9-C@56 

1 

One Quart 

14 

502-0116 

1 


159-0936 

1 

Two Quart 




4 



ft«»fiaA»rvOtr . 

15 

1S9-034S 

1. 


159-0294 

1 

One Quart 

16 

812-0156 

1 


159-0746 

1 

Two 0art 




5 

159-0612 

1 

Bracket. Reservoir Tank 

17 

850-0040 

1 



; i 

'Mounting 

18 

861-0011 

1 

6 

415-0055 

1 

pracket.i.^Vent Cap: 




7 



Line.':Fuel;- Flexible 





501-0005 1 

1 

l3":'Lofig:,ti 





501-00? ; 


24“ Long - 





PART 

DESCRIPTION 

Valve. Shut-Off 
Plug. Pipe - Socket Head (J 
Bushing, Pipe - Reducer 
(3/8" X 1/8") 

Coupling. Pipe (3/8") 

Elbow. Street (90*) 

Elbow, Compression Male (9C 
Connector, Compression Male 
( 1 / 8 ") 

Tubing, Copper (S/l6" x IZ” 
Screw. Machine - Round Head 
(1/4-20 X 1-1/2") 

Washer, Lock - Spring (1/4" 
Hut, Square (1/4-20) 
























Fuel Puep (Electric) 
Optional 



flHSC 

nui 

FMIT 

QTV 

PMtr 

REF PART 

QTY 

PART 

NO, 

NO. 

(6ED 

OESCKIPTICM 

NO. NO. 

USED 

DESCRIPTION 

1 

149-1830 

1 

Puap, Fuel (Electric) 

•aio-ncoo 

2 

Terminal, Fuel Pump Lead 

2 

502-0002 

1 

ElS^wr, Inverted Male 

6 821-0008 

2 

Screw, Cap - Self-locking 

3 

502-0395 

1 

Connector, Hose 



(1/4-20 X 5/16" Lg) 

« 

502-0196 

1 

EUmnv. Street (90*) 

7 332-0556 

1 

Connector, Fuel Pump Lead 




Miscellaneous Options 


8 



J2 



T 

15 


=□> 1 4 




17 


16 


/ 



7^ 

1 3 



I 

I 

I 

1 


/ / 

20 21 


22 




I 

7 




M-1160 


REF 

PART 

QTY 

PART 

NO. 

NO. 

U^O 

DESCRIPTION 

1 

309-0237 

1 

Switch, Low Oil Pressure 

2 

502-0058 

1 

Tee. Street Pipe - Sets With 
Low Oil Pressure Switch 

3 

102-0558 

1 

Heater, Oil Base 

4 

309-0255 

1 

Switch, High Air Temperature 
Cut-off - Beain Spec V 

5 

415-0124 

1 

Cap, Rain - 5 Gallon Fuel Tank 

6 

415-0126 

1 

Tank. Fuel - 5 Gallon 
( Includes Cap) - Key 2,3,5.7 

7 

415-0313 

1 

Cap, Fuel Tank - Key 2,3,5.7 

8 

504-0013 


Valve. Fuel Tank Shut-Off - 
Key 2,3,5.7 

9 

149-0079 

1 

Filter, Fuel - Key 2,3,5,7 

10 

149-OlSO 

1 

Bowl, Fuel Sediment - Kev 

2.3,5,7 

1 1 

143-0202 

. 'M 

Screen, Fuel Filter - Kev 

2,3,5.7': . ■ ^ : 

12 

149-0149 

1 

Gasket. Fuel Sediment Bowl - : 


Key 2,3/54 


REF 

PART 

QTY 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

13 

114-0171 

1 

Screw, High Air Temperature 
Cut-Off - Begin Spec V 
( Specia11 

14 

15 

502-0020 

1 

Elbow, Street - Key 2,3,5,7 
Line, Fuel - Tank to Unit 
(Flexible) Kev 2,3.5,7 


501-0007 

1 

24" i 


501-0009 

1 

36" 


501-0027 

1 

48" 

16 

502-0046 

1 

Nipple, Pipe - Close (1/8") 
Kev 2,3,5,7 

17 

149-1311 

1 

Bracket, Fuel Filter - 




Kev 2,3,5,7 

18 

332-0556 

i 

Connector, High Air Tsmperat 
Cut-Off - Begin Spec V 

20 

502-0082 

+ „ 1 

Nipple, Fuel Solenoid Valve 

21 

502-0003 

/■ '/ I '' , 

Connector, Fuel Solenoid Val 

22 

332-1477 ! 

■'2 

Terminal, Fuel Solenoid VaK 

23 

416-0372 

■ ' ■ ''1 

1 

Frame, Ho'iadown - Battery 
(Use SeoinnirtQ 5-90) 







SPECIAL PARTS SECTION 


For 4.0CCK*-3CE/ & 5.0CCK~3CE/ 
Contractors Models 


Parts not listed in this 
Use Key 4 for 4.0CCK and 


section, refer to the standard parts groups. 
Key 6 for 5.0CCK. » »» 


Air Cleaner 


REF P^T QTY PART 

NO. NO. INSCRIPTION 


REF PART QTY 

NO. NO. USED 


PART 

DESCRIPTION 


1 856-0003 

2 808-0032 

3 145-0094 

4 140-0537 


1 Washer. Lock - EIT (#10) 

1 Screw, Tapping - Round Head 

(#10 X 1 / 2 ") 

1 Inlet. Carburetor Air 

1 Housing. Air Cleaner 


5 140-0538 

6 140-0495 

7 140-0596 
9 503-0280 

10 518-0056 


1 Cover. Air Cleaner 

1 Element. Air Cleaner 

1 Spacer. Air Cleaner Mounting 

1 Clamp, Hose 

1 Screw, Wing (#10-32 x 1/2") 



Fuel Systen and Exhaust 


REF PART QTY PART 

NO. NO. DESCRIPTION 


REF PART QTY PART 

NO- NO. USED DESCRIPTION 


1 502-0138 1 Elbow, Fuel Pump Inlet 

2 149-0775 1 Line, Fuel Pump to Carburetor 

3 501-0153 1 Line, Fuel Pump to Filter 

4 505-0003 1 Elbow. Street - Exhaust 

(1" X 90*) 


5 502-0137 1 Connector, Male - Line to 

Tank Elbow (1/4") 

6 149-0271 1 Primer Assembly, Fuel Pump 

(with Bracket) - Begin Spec V 












Air Housing 



REF f*MT 

fmj. mJ. 


QtY 

use} 


PRRT 

K^IPTICM 


REF PART QTY 

NO. NO. i^e) 


FART 

0€S»tIPTI0N 


1 405-1663 1 Support. Hood 

2 134“1469 2 Fastener. Hood 


3 134-1144 1 Baffle, Fuel Pump Air 

4 405-1662 1 Hood. Engine 





Qenorator 


REF miRT giY PART 

NO. m. WREB OESKIPTION 


REF PART QTY PART 

NO. NO. USED DESCRIPTION 


1 403-1248 1 Bracket. Lifting 


2 815-0454 


4 Screw, Tapping - Hex Head 
(5/16-18 X 1-1/4™) 












Control 



R£F 

PMtT 

QTY 

PART 

REF 

PART 

QTY 

PART 

MO. 

NO. 

mm 

OESCRIPTIdf 

NO. 

NO. 

USED 

DESCRIPTION 

t 

A 

301-3576 


Box, Control 

11 

301-3591 

2 

Spacer, Start Switch Mounting 

2 

301-3577 

1 

Panel, Control 

12 

337-0085 

1 

Strap, Bond - Grounding 

3 

508-0001 

1 

CroBiBet. Rubber (1-1/16" Hole) 

13 

332-0517 

1 

Terminal, Lug 

4 

313-0018 

1 

Switch, Stop 

14 

416-0657 

1 

Cable, Battery - Positive 

. 

308-002® 

1 

Switch, Start 




(7-1/2") 

S 

323-0383 

2 

Receptacle, Duplex (120 Volt) 

15 

812-0077 

2 

Screw, Machine - Round Head 

7 

323-0855 

2 

Reci^tacle, Twistlock (240 




{8-32 X 3/8") 




Volt) 

16 

853-0005 

2 

Washer, Lock - ET (48) 

8 

^5-0235 i 

' 1 

;Rectifier | ' 

17 

800-0013 

2 

Screw, Cap - Hex Head 

9 

;^-0254: 

1 

iSra^et, Rectifier ! 




(i/4-20 X 2-1/2") 

10 

332-1695 

2 

;3uisper 

18 

850-0040 

2 

Washer, Lock (1/4") 







NunerlcaV Index 


Part Mo. 

Pa^ 

Part Mo. 

Page 

Part No. 

Page 

Part No. 

Page 

98-t100 

35 

110-0915 

7 

134-0656 

37 

142-0039 

17 

101-0115 

7 

110-1827 

7 

134-0658 

37 

142-0039 

41 

101-0316 

7 

110-1860 

7 

134-0660 

37 

142-0040 

17 

101-0367 

7 

110-3136 

7 

134-0661 

37 

142-0040 

41 

101-0450 

7 

112-0003 

4 

134-0662 

34 

142-0041 

17 

101-0450-02 

7 

112-0069 

4 

134-0663 

34 

142-0041 

41 

101-0450-10 

•f 

( 

112-0136 

4 

134-0815 

37 

142-0042 

17 

101-0450-20 

7 

112-0136-10 

4 

134-0816 

37 

142-0042 

41 

101-0450-30 

7 

112-0136-20 

4 

134-1144 

51 

142-0045 

17 

102-0158 

11 

112-0136-30 

4 

134-1469 

51 

142-0045 

41 

102-0455 

11 

112-0136-40 

4 

134-1566 

34 

142-0046 

17 

102-0558 

49 

113-0152 

4 

134-1572 

37 

142-0046 

41 

102-0579 

11 

113-0152-10 

4 

134-1579 

34 

142-0049 

17 

102-0686 

11 

113-0152-20 

4 

134-2015 

37 

142-0049 

41 

102-0859 

n 

113-0152-30 

4 

134-2102 

37 

142-0055 

17 

103-0011 

12 

113-0152-40 

4 

134-2235 

37 

142-0055 

41 

103-0357 

12 

114-0022 

7 

134-2237 

34 

142-0183 

17 

103-0641 

12 

114-0059 

4 

134-2692 

37 

142-0183 

41 

103-0667 

12 

114-0098 

4 

134-2696 

37 

142-0205 

17 

104-0032 

4 

114-0098-10 

4 

134-2710 

34 

142-0205 

41 

104-0043 

4 

114-0098-20 

4 

134-2786 

37 

142-0206 

17 

104-0170 

4 

114-0098-30 

4 

134-2894 

34 

142-0206 

41 

104-0499 

4 

114-0171 

49 

134-2956 

37 

142-0217 

17 

104-0575 

7 

115-0006 

7 

134-3041 

37 

142-0217 

41 

104-0776 

7 

115-0006-01 

7 

134-3050 

37 

142-0282 

17 

104-1323 

4 

115-0006-02 

7 

134-3885 

34 

142-0282 

41 

104-1346 

4 

115-0006-05 

7 

134-3919 

34 

142-0285 

17 

105-0140 

8 

120-0140 

11 

140-0068 

20 

142-0285 

41 

105-0332 

8 

120-0161 

n 

140-0211 

20 

142-0343 

17 

105-0541 

8 

120-0386 

7 

140-0399 

20 

142-0343 

41 

110-0539 

7 

120-0398 

11 

140-0403, 

20 

142-0356 

17 

110-0639 

7 

120-0400 

11 

140-0495 

50 

142-0356 

41 

110-0666 

7 

120-0491 

11 

140-0537 

50 

142-0356 

47 

110-0667 

7 

122-0320 

45 

140-0538 

50 

142-0361 

17 

110-0872 

7 

122-0321 

45 

140-0596 

50 

142-0361 

41 

110-0872-02 

7 

122-0323 

45 

141-0078 

14 

142-0368 

17 

110-0872-05 

7 

122-0345 

45 

141-0078 

17 

142-0368 

41 

110-0872-10 

7 

122-0347 

45 

141-0078 

39 

142-0369 

17 

110-0872-25 

7 

122-0406 

45 

141-0078 

41 

142-0369 

41 

110-0879 

7 

123-0104 

7 

142-0015 

41 

142-0370 

17 

110-0880 

7 

123-0129 

7 

142-0031 

17 

142-0371 

17 

110-0881 

7 

123-0191 

11 

142-0031 

41 

142-0371 

41 

110-0883 

7 

123-0293 

7 

142-0032 

17 

142-0615 

39 

110-0884 

7 

123-0489 

11 

142-0032 

41 

142-0615 

41 

110-0890 

7 

123-1600 

7 

142-0033 

17 

142-0616 

39 

110-0891 

7 

134-0565 

4 

142-0033 

41 

142-0616 

41 

110-0892 

7 

134-0588 

34 

142-0035 

17 

142-0617 

39 

110-0893 


134-0589 

34 

142-0035 

41 

142-0617 

41 

110-0902 

7: ^ 

134-0591 

4 

142-0037 

17 

142-064& 

14 

110-0904 

7:; 

134-0655 

37 

142-0U37 

■: 41:: 

142-064$ 

1,7 












NuBt»rica1 Index 


Pert flo. 

Page 

Part Mo. 

Page 

Part Mo. 

Page 

Part Mo. 

Page 

142-0646 

14 

149-0775 

50 

155-0522 

14 

167-0241 

23 

142-0646 

17 

149-0858 

18 

159-0007 

44 

167-1595 

23 

145-0008 

17 

149-1311 

49 

159-0020 

24 

167-1596 

23 

145-0008 

41 

149-1784 

14 

159-0041 

47 

168-0095 

35 

145-0080 

20 

149-1784 

18 

159-0294 

47 

168-0103 

35 

145-0094 

50 

149-1830 

48 

159-0345 

47 

192-0039 

25 

148-0008 

41 

149-1861 

14 

159-0546 

24 

192-0043 

25 

148-0010 

41 

150-0040 

13 

159-0556 

47 

192-0044 

25 

148-0017 

17 

150-0075 

8 

159-0591 

4? 

192-0046 

25 

148-0017 

41 

150-0077 

8 

159-0592 

44 

192-0083 

4 



150-0078 

8 

159-0594 

44 

192-01S2 

25 

148-0107 

39 

150-0096 

13 

159-0612 

47 

192-0153 

25 

148-0126 

41 

150-0098 

13 

159-0746 

47 

192-0163 

25 

148-0131 

41 




47 

192-0165 

25 

148-0135 

41 

150-0366 

19 

159-0942 

47 

192-0167 

25 

148-0147 

39 

150-0376 

19 

159-1010 

24 

192-0168 

25 

148-0311 

39 

150-0377 

12 

160-0002 

23 

192-0172 

25 

148-0367 

39 

150-0425 

19 

160-0043 

23 

192-0180 

25 

148-0390 

39 

150-0430 

19 

160-0075 

23 

192-0186 

25 

148-0428 

39 

150-0433 

19 

160-0150 

23 

192-0272 

4 



150-0434 

19 

160-0257 

23 

192-0308 

4 

149-0003 

14 

150-0629 

13 

160-0261 

23 

192-0309 

25 

149-0003 

18 

150-0639 

13 

160-0264 

23 

192-0323 

25 

149-0030 

41 

150-0668 

19 

160-0265 

23 

192-0325 

25 

149-0045 

14 

150-0678 

12 

160-0349 

23 

193-0005 

11 

149-0079 

24 

150-0678 

13 

160-0428 

23 

193-0308 

4 

149-0079 

49 

150-1187 


160-0558 

23 

201-1903 

27 

149-0095 

18 

150-1257 

8 

160-0723 

23 

201-1905 

2? 

149-0096 

18 

150-1286 

12 

160-0749 

23 

201-1907 

27 

149-0136 

39 

150-1519 

8 

160-0750 

23 

201-1912 

27 

149-0149 

24 

150-1520 

6 

160-0752 

23 

201-1913 

27 

149-0149 

49 

150-1542 

12 

160-0836 

23 

201-1914 

27 

149-0150 

24 

150-1564 

12 

160-0930 

23 

201-1917 

27 

149-0150 

49 

150-1577 

13 

160-0931 

23 

201-1918 

27 

149-0156 

30 

150-1695 

8 

160-0937 

4 

201-1964 

27 

149-0202 

24 

153-0017 

20 

160-1040 

23 

201-2321 

27 

149-0202 

49 

153-0097 

20 

160-1041 

23 

201-2323 

27 

149-0234 

30 

153-0114 

20 

160-1135 

23 

201-2328 

2? 

149-0271 

14 

153-0263 

20 

160-1171 

23 

201-2329 

27 

149-0271 

SO 

153-0440 

20 

166-0519 

23 

201-2330 

27 

149-0404 

18 

154-0013 

14 

166-0519 

37 

201-2483 

27 

149-0526 

18 

154-0360 

14 

166-0535 

23 

201-2503 

27 

14t-0i;39 

18 

154-0377 

14 

166-0554 

23 

201-2504 

27 

149-0651 

18 

154-0383 

14 

166-05S8 

23 

201-2505 

27 

149-0558 

39 

154-0526 

14 

166-0604 

23 

201-2506 

27 

149-0582 

18 

154-0670 

14 

166-0614 

23 

201-2507 

27 

1 1 

14 

155-0076 

14 

166-0643 

23 

201-2508 

27 

149-0672 

18 



166-0702 

' ■ 2:3. : 

201-2510 

27 

149-0675 

■M8i : ,■ 

155-0484 

14 

167-0188 

23 

201-2511 

27 

149-0710 

i0! :: ■ 

155-0491 

74: ' 

167-0237 

' ; '23 : ' 

■:":201-25t2 

2? 

















Nusericsl Index 





Part No. 


Part No. 

Page 

Part No. 

Page 

Part No. 

Page 

201-2513 

27 

301-3591 

52 

320-0257 

43 

336-1890 

27 

201-2S14 

27 

301-4441 

33 

320-0482 

43 

336-1891 

27 

201-2518 

27 

301-4442 

33 

321-0174 

33 

336-3377 

11 

201-2524 

27 

301-4545 

33 

321-0175 

33 

336-4414 

23 

203-0152 

27 

301-4634 

33 

321-0193 

31 

337-0050 

30 

203-0153 

27 

302-0213 

43 

321-0194 

31 

337-0085 

30 

204-0110 

29 

302-0234 

43 

322-0011 

30 

337-0085 

52 

205-0090 

29 

302-0256 

43 

322-0021 

30 

337-0091 

11 

206-0116 

29 

302-0418 

43 

323-0213 

43 

337-0091 

31 

211-0187 

27 

302-0419 

43 

323-0383 

30 

338-0520 

43 

212-0345 

27 

302-0420 

43 

323-0383 

43 

338-0642 

27 

212-0352 

27 

302-0421 

43 

323-0383 

52 

338-0643 

27 

212-0353 

27 

302-0444 

43 

323-0855 

30 

338-0644 

27 

212-0361 

27 

302-0445 

43 

323-0855 

52 

338-0645 

27 

212-1232 

27 

302-0460 

43 

323-0856 

43 

338-0682 

31 

214-0095 

27 

302-0465 

43 

323-0857 

43 

338-0946 

27 

214-0096 

27 

302-0468 

43 

323-1199 

33 

338-0947 

27 

220-1818 

27 

302-0469 

43 

323-1200 

33 

338-1147 

33 

220-1821 

27 

302-0612 

43 

323-1291 

33 

338-1218 

33 

220-1822 

27 

304-0015 

27 

330-0004 

31 

352-0161 

33 

231-0164 

27 

304-0580 

33 

330-0074 

31 

353-0071 

29 

232-0596 

27 

304-0706 

27 

331-0088 

33 

353-0072 

29 

232-2107 

27 

305-0235 

52 

332-0142 

31 

357-0020 

27 

232-2316 

27 

305-0254 

52 

332-0142 

33 

357-0030 

33 

232-2321 

27 

305-0383 

33 

332-0142 

43 

402-0282 

11 

232-2586 

29 

307-0312 

39 

332-0231 

43 

402-0283 

11 

232-2827 

27 

307-1166 

31 

332-0236 

43 

402-0290 

n 

23*-a362 

27 

307-1575 

33 

332-0237 

43 

402-0407 

n 

300-0935 

31 

307-1617 

33 

332-0238 

43 

402-0408 

n 

300-1227 

31 

308-0026 

52 

332-0517 

30 

403-0205 

46 

300-1884 

31 

308-0097 

34 

332-0517 

52 

403-0358 

43 

301-1378 

43 

306-0154 

43 

332-0527 

20 

403-1015 

11 

301-1379 

43 

308-0383 

33 

332-0529 

48 

403-1248 

51 

301-1380 

43 

309-0002 

37 

332-0556 

37 

403-1328 

11 

301-1381 

43 

309-0085 

37 

332-0556 

48 

403-1661 

11 

301-1365 

43 

309-0237 

49 

332-0556 

49 

403-1896 

11 

301-1386 

43 

309-0255 

49 

332-0699 

33 

405-0992 

43 

301-1388 

43 

309-0319 

11 

332-0819 

33 

405-1000 

43 

301-1902 

30 

312-0017 

23 

332-0942 

33 

405-1001 

43 

301-2045 

43 

312-0027 

23 

332-1043 

33 

405-1013 

34 

301-3114 

43 

312-0069 

23 

332-1477 

49 

405-1035 

43 

301-3206 

43 

313-0018 

34 

332-1567 

31 

405-1134 

43 

301-3481 

31 

313-0018 

52 

332-1695 

30 

406-1662 

51 

301-3484 

31 

320-0002 

43 

332-1695 

52 

405-1663 

51 

301-3560 

31 

320-0018 

43 

332-1876 

23 

405-2147 

43 

301-3571 

24 

320-0019 

43 

332-2103 

33 

405-2251 

43 

301-3573 

30 

320-0020 

43 

332-2298 

33 

405-2252 

43 

301-3674 

30 

320-0052 

43 

334-0028 

34 

405-2253 

43 

301-3576 

52 

320-0170 

43 

334-0028 

37 

405^2254 

43 

301-3577 

52 

320-0202 

43 

336-0186 

27 

406-0062 

46 








Hua«r1cal Index 


Part Ito. 

Pa^ 

Pert Jto. 

Page 

Part Mo. 

Page 

Part Me. 

PiKie 

410-0147 

46 

502-0034 

41 

508-0015 

33 

520-0733 

27 

410-0148 

46 

502-0046 

24 

508-0021 

33 

520-0781 

27 

410-0179 

46 

502-0046 

49 

508-0031 

37 



410-0233 

46 

502-0058 

49 

508-0095 

11 

525-0305 

35 

410-0235 

46 

502-0074 

41 

508-0095 

23 

526-0014 

11 

410-0236 

46 

502-0082 

14 

508-0179 

31 

526-0015 

23 

410-0238 

46 

502-0082 

39 

508-0191 

33 

526-0015 

25 

410-0283 

46 

502-0082 

49 

508-0208 

33 

526-0016 

37 

410-0284 

46 

502-0116 

47 

509-0008 

12 

526-0017 

4 

412-0032 

35 

502-0137 

50 

509-0040 

12 

526-0030 

29 

415-0055 

47 

502-0138 

50 

509-0041 

7 

526-0032 

29 

415-0124 

49 

502-0196 

48 

509-0065 

18 

526-0049 

29 

415-0126 

49 

502-0395 

48 

509-0090 

7 

526-0C52 

43 

415-0313 

49 

503-0032 

39 

509-0091 

41 

526-0062 

20 

416-Q004 

31 

503-0107 

20 

510-0008 

12 

526-0063 

7 

416-0007 

^ •» 

O 1 

503-0280 

20 

510-0013 

12 

526-0063 

13 

416-0014 

31 

503-0280 

50 

510-0014 

12 

526-0065 

45 

416-0014 

33 

503-0315 

39 

510-0015 

8 

526-0066 

11 

416-007? 

31 

503-0480 

20 

510-0047 

27 

526-0081 

46 

416-0077 

33 

503-0759 

7 

515-0001 

4 

526-0102 

37 

416-0541 

43 

504-0004 

24 

515-0001 

8 

526-0115 

29 

416-0612 

43 

504-0013 

44 

515-0006 

27 

526-0115 

43 

416-0638 

43 

504-0013 

49 

515-0007 

29 

526-0122 

7 

416-0857 

52 

504-0086 

4? 

515-0227 

4 

526-0123 

25 

416-0709 

43 

50E-0003 

50 

516-0027 

17 

526-0128 

4 

416-0710 

43 

505-0004 

14 

516-0027 

41 

526-0130 

25 

416-0718 

43 

505-0008 

17 

516-0039 

19 

526-0130 

43 

416-0972 

49 

505-0008 

41 

516-0072 

7 

526-0169 

25 

501-0003 

n 

505-0014 

11 

516-0085 

19 

526-0180 

25 

501-0004 

11 

505-0016 

47 

516-0110 

25 

526-0184 

23 

501-0005 

44 

505-0017 

39 

516-0113 

18 

526-0195 

11 

501-0005 

47 

505-0021 

39 

516-0130 

12 

526-0196 

13 

501-0007 

47 

r ^ r* 

a n 
^ 9 

516-0138 

25 

526-0198 

11 

501-0007 

49 

505-0030 

14 

516-0141 

12 

526-0214 

23 

501-0009 

49 

505-0038 

39 

516-0182 

27 

800-0004 

13 

501-0015 

24 

505-0054 

11 

516-0196 

29 

800-0005 

43 

501-0025 

39 

505-0056 

11 

517-0021 

34 

800-0007 

11 

501-0027 

49 

505-0057 

39 

517-0021 

37 

800-0007 

25 

501-0131 

44 

505-0057 

45 

517-0025 

25 

800-0009 

i4 

501-0153 

50 

505-0057 

47 

517-0035 

37 

800-0012 

7 

502-0002 

14 

505-0081 

11 

517-0048 

7 

800-0013 

52 

502-0002 

48 

505-0099 

39 

518-0006 

13 

800-0026 

43 

502-0003 

49 

505-0110 

n 

518-0014 

4 

800-0028 

14 

502-0005 

11 

605-0138 

14 

518-0049 

23 

800-0028 

45 

502-0017 

n 

505-0210 

11 

518-0056 

33 

800-0032 

12 

502-0020 

7 

505-0274 

24 

518-0056 

50 

800-0032 

46 


14 

505-0302 

39 

518-0074 

37 

800-0034 

12 

502-0020 

24 

505-0329 

14 

518-0075 

' 41 

800-0043 

29 

502-0020 

■ , 47 

SOS-0333 

14 

518-0129 

■ 18 

800-0044 

29 

502-0020 

49 

508-0001 

43 

518-0130 

46 

800-0050 

29 

502-0024 

' ' 47 

508-0001 

52 

520-0732 

: 27 . 

800-0051 

29 



Nunarlcal Index 





Part No. 

Pege 

^rt No. 

Page 

Part No. 

Page 

800-0052 

46 

815-0350 

23 

856-0002 

23 

800-0054 

14 

815-0350 

31 

856-0003 

20 

800-0082 

11 

815-0359 

29 

856-0003 

23 

800-0512 

7 

815-0365 

31 

856-0003 

31 

800-0548 

4 

815-0421 

37 

856-0003 

50 

801-0048 

n 

815-0441 

29 

856-0006 

31 

602-0034 

23 

81S-0454 

51 

856-0006 

43 

802-0035 

23 

816-0212 

11 

856-0012 

11 

804-0016 

29 

821-0004 

20 

856-0012 

31 

806-0009 

14 

821-0004 

33 

860-0005 

33 

808-0032 

50 

821-0008 

33 

860-0006 

43 

O lU-U JOO 

* ^ 

40 

821-0008 

37 

860-0011 

29 

812-0063 

17 

821-0008 

48 

860-0017 

46 

812-0063 

41 

821-0009 

31 

861-0011 

47 

812-0065 

33 

821-0010 

4 

862-0001 

43 

812-0066 

43 

821-0010 

31 

862-0001 

44 

812-0077 

23 

821-0010 

34 

862-0003 

25 

812-0077 

31 

821-0010 

37 

862-0004 

11 

812-0077 

43 

850-0030 

20 

862-0015 

29 

812-0077 

52 

850-0030 

29 

862-0015 

46 

812-0087 

33 

850-0040 

11 

870-0053 

13 

812-0088 

41 

850-0040 

14 

870-0053 

17 

812-0118 

29 

850-0040 

23 

870-0053 

41 

812-0125 

41 

850-0040 

29 

870-0065 

43 

812-0156 

29 

850-0040 

43 

870-0110 

25 

812-0156 

47 

850-0040 

44 

870-0110 

3? 

813-0098 

43 

850-0040 

47 

870-0131 

13 

813-0103 

17 

850-0040 

52 

870-0131 

33 

813-0103 

41 

850-0045 

7 

870-0131 

43 

813-0110 

19 

850-0045 

12 

870-0203 

29 

815-0046 

12 

850-0045 

14 

870-0212 

43 

815-0072 

17 

850-0045 

29 

870-0221 

33 

815-0072 

41 

S50-G045 

48 

870-0257 

43 

815-0091 

17 

850-0050 

11 

on’A_ 
o 1 

31 

815-0091 

41 

850-0050 

14 

871-0010 

29 

815-0103 

17 

850-0050 

25 

871-0015 

43 

815-0103 

41 

850-0050 

29 



815-0109 

17 

850-0050 

46 



815-0109 

41 

850-0055 

4 



615-0110 

20 

850-0055 

11 



815-0137 

23 

850-0055 

29 



815-0147 

18 

850-2005 

23 



615-0148 

18 

853-0003 

43 



815-0148 

19 

853-0005 

31 



315-0150 

18 

853-0005 

52 



815-0259 

23 

853-0008 

19 



815-0281 

34 

853-0008 

29 



815-0285 

20 

854-0006 

33 



815-0285 

23 

854-0014 

43 



815-0341 

29 

854-0020 

46 




Part No. 
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